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FOREWORD

The country, peoples, forces, or individuals described herein are fictitious. Any resemblance to existing countries, forces, or indi-., viduals is inadvertent and coincidental.
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PART ONE INTRODUCTION




CHAPTER 1 PURPOSE AND SCOPE


1. Purpose

The purpose of this manual is to provide a compilation of all available order of battle information of the Aggressor Armed Forces as of 31 December 1954.



2. Scope

The order of battle information is presented in parts two, three, and four of this manual—part two, identified ground organizes tions; part three, identified air force and naval organizations; and part four, reference data. Parts two and three are catalogs of identified Aggressor units arranged by type, size, and numerical designation (chs. 3-5 and chs. 6 and 7 respectively). Part four is a compilation of information arranged by subject to assist in determining the identification and location of units, code names, armed forces post office (AFPO) numbers, and a roster of known Aggressor officers (chs. 8-11).



a. Part Two.


	(1) Major ground units (ch. 3). These include all identified army groups, armies, corps, and divisions. Name and numerical designation of the units and, where known, appropriate subordinate units, commanders, code names, AFPO numbers, locations, and unit histories are included in the order of battle information of each.

	(2) Other ground units (chs. 4 and 5). Army ground units smaller than division size are listed by type in chapters 4 and 5 under two main headings—divisional units and nondivisional units (GHQ). The divisional units with the respective parent organization of each, if known, are listed in chapter 4. Such information as the commander and AFPO number of each divisional unit, where known, may be found under the parent organization in para-



graphs 29 through 206. Nondivisional (GHQ) units are listed in chapter 6.



b. Part Three.


	(1) Major air units (ch. 6). These include all identified air armies, corps, and divisions. Name and numerical designation and, where known, appropriate subordinate units, commanders, code names, AFPO numbers, locations, and unit histories are included in the order of battle information for each.

	(2) Other units (ch. 7). Air and naval units smaller than division size are listed by type in chapter 7 under four headings: Air Force divisional flying units, Air Force nondivisional flying units, Air Force ground units, and naval units. Order of battle information, where known, similar to that outlined in a (2) above, may be found in paragraphs 425 through 427 for divisional flying units, in paragraphs 428 through 432 for nondivisional flying units, in paragraphs 433 through 442 for ground units, and in paragraphs 443 through 448 for naval units.





c. Part Four.


	(1) Location of major organizations of the Aggressor Armed Forces (ch. 8). This chapter contains the last known location of major identified organizations of the Aggressor Armed Forces. Aggressor units of division size and larger identified in the Homeland are listed under the army group area in which located; those overseas are listed under the appropriate occupation areas.

	(2) Code names (ch. 9). This chapter contains a compilation of unit code names shown elsewhere in the manual.

	(3) Armed forces post officè numbers (ch. 10). This chapter contains a list of Aggressor armed forces post office (AFPO) numbers. Only the AFPO numbers which have been identified with an organization are listed.

	(4) Roster of Aggressor officers (ch. 11). This chapter contains an alphabetical roster of selected identified commanders and staff officers of the Aggressor Armed Forces. Where known, data as to age, rank, date of rank, branch, past assignments, current assignment, schools attended, and decorations awarded are included.







CHAPTER 2 — GENERAL


3. Definitions


	a. Army Group. The army group is the highest echelon under the Army High Command and, except for the Home Command, normally consists of three rifle armies, an air army, a mechanized army, an artillery corps, and army group troops.

	b. Military District. An administrative subdivision of the Aggressor Homeland in which the Military District Headquarters performs assigned functions as a territorial command and as a subordinate headquarters of the Replacement Training Army under the home command.

	c. Training Division Station. The geographical area within the military district in which a training division is located. Detail concerning the functions of a training division and of the Agresser Replacement System are covered in FM 30-102.

	d. Armed Forces Post Office (AFPO) Number. A number, similar to the United States Army APO number, allotted on a purely arbitrary basis to each unit having a separate identity such as a division, the organic units of a division, and separate nondivisional (GHQ) units. AFPO numbers are also allotted to the major staff and command elements of brigades and larger organizations. These numbers generally remain constant.

	e. Code Name. An identifying name given to army groups, armies corps, divisions, and separate (GHQ) brigades. These names usually remain the same throughout the history of a unit.





4. Elements of Aggressor Order of Battle

a. General. The basic elements of order of battle of the Aggressor Armed Forces are presented in this manual in a series of compilations designed to provide cross-references or guides to assist in the identification of units. Thorough knowledge of the Aggressor military system is essential in order to obtain accurate and timely identification of elements of the opposing Aggressor force. Some of the aids used in determining the identification of units of the Aggressor Armed Forces are the unit designation, commander's name, code name, and armed forces post office (AFPO) number. For example, an Aggressor soldier may refer to his unit, the 20th Rifle Regiment, by its official designation (the 20th Rifle Regiment), by the commander's name (the GULI-US unit), or by the armed forces post office number (the 10177 unit). The use of the various compilations in determining Aggressor order of battle is discussed in b through d below.



b. Commander's Name.


	(1) General. Commanders' names are very useful in the identification of units. Personal names have been used informally to designate army groups, armies, corps, and divisions, as well as task forces, regiments, battalions, and companies. Frequently, even platoons and squads are referred to by the name of the leader. Personal names of the Aggressor Armed Forces are frequently used in diaries, notebooks, personal and official mail, and prisoner of war interrogations.

	(2) Example. A captured document refers to a unit as the "GUTHRIE Unit,'' and a prisoner of war states that he is a member of a motorcycle unit commanded by "Major Guthrie." The roster of Aggressor officers (par. 468) identifies Major Guthrie as the last known commander of the 142d Motorcycle Battalion.





c. Code Names.


	(1) General. Code names are assigned only to army groups, armies, corps, divisions, and separate (GHQ) brigades. All organic units of a separate (GHQ) brigade or division share the code name of the parent unit. Nondivisional (GHQ) units, other than brigades, use the code name of the unit to which they are attached. Experience indicates that code names whenever they designate major organizations are permanently assigned. Separate (GHQ) units, other than brigades, however, change code names whenever their attachment is changed. Code names are usually single words, and are selected under no identifiable system. Aggressor units in the field are frequently referred to by code name only.

	(2) Example. A captured Aggressor document may refer to the "SANGO Unit." Since Aggressor units are often referred to by the name of the commander, both the roster of Aggressor officers (ch. 11) and the list of code names (ch. 9) should be checked. The roster of officers does not contain an officer named "SANGO," but the list of code names indicates that "SANGO" is the code name of the Ninth Rifle Army. Therefore, the unit re-



ferred to in the captured document is the Ninth Rifle Army.


	d.. Armed Forces Post Office (AFPO) Numbers.

	(1) General. The Aggressor Armed Forces have frequently used five digit armed forces post office numbers in an apparent effort to conceal the identity of units. An AFPO number has been found to be a positive means of unit identification. The system of AFPO numbers employed by Aggressor has not been definitely ascertained, but experience indicates the following :




	(2) AFPO numbering system.

	(a) The Aggressor High Command allots a block of AFPO numbers to each major component of the Aggressor Armed Forces. It appears that AFPO numbers 10000- 39999 are assigned to the Army High Command and AFPO numbers 40100-40999 to the Air Force High Command. Both ground and air units formed in the Replacement Training Army seem to have been given AFPO numbers in the series 00001-09999.




	(b) It appears that the AFPO number initially assigned to a unit seldom changes, but because of reorganization or reassignment to another army group, changes in AFPO numbers occasionally occur. It is uncertain under what conditions units transferred from one army group to another change AFPO numbers. Therefore, in view of the extreme flexibility of the AFPO numbering system, newly discovered AFPO numbers should be checked constantly with existing AFPO identifications.







	(3) Army High Command (ground units).

	(a) The AFPO numbers allotted to the Army High Command (10000-39999) are believed to be suballotted to the army groups in blocks as indicated—









10000-19999 Army Group West 20000-29999 Army Group East 30000-39999 Army Group North Army Group South


	(b) Separate (GHQ) units are believed to be numbered at random by the Army High Command from the unused numbers between 10000-39999.

	(c) Experience indicates that a unit transferred from the Replacement Training Army to a tactical army group is sometimes given a new AFPO number from those available to the parent organization to which assigned.

	(d) In normal practice, experience indicates that each



division is allotted a block of numbers for assignment to its subordinate units. The size of these blocks vary and no established sequence of assignment within the division is evident.


	(4) Air Force High Command (air units).

	(a) The AFPO numbers allotted to the air force (40100- 40999) seem to be suballotted in blocks as indicated—






40100-40399 Sixth Air Army 40400—40699 Seventh Air Army 40700-40999 Fourth Air Army Eighth Air Army


	(b) Separate (GHQ) units are believed to be numbered at random by the Air Force High Command from the unused numbers between 40100—40999.

	(c) AFPO number assignment practices and exceptions discussed in (3) above under Army High Command are also applicable to the Air Force Command.

	(5) Navy High Command (naval units). Information of the AFPO numbers used by the Navy High Command is not available; it will be published as obtained.

	(6) Example. The AFPO number 10253 is disclosed by a prisoner of war. By referring to the list of AFPO numbers (ch. 10), it can be determined that the AFPO number 10253 is assigned to the 3rd Rifle Regiment.

	(7) Sample addresses.





(a) Major Christus Supply Hq—10750

(b) Sgt/Maj Jean Rheims Hq—30128 (c) Sr Pvt Carl Miller 1/11—10177



Address Explanation

Rank and name of individual Hq Divl Svc Trps 96 R Div

Rank and name of individual Hq 42 M Tk Regt

Rank and name of individual 1 Co 2 Bn, 20 Rifle Regt



5. Types of Units and Numbering System


	a. Army High Command.

	(1) Types.

	( ) All Aggressor ground units are identifiable by the branch or other special designation in the title. For example, II Rifle Corps, 42 Tank Division, 603 Motorcycle Regiment. For types of Aggressor army units, see FM 30-102.




	( ) The term "fusilier," a designation of elite troops, is awarded to any type division (except airborne, already considered elite) which distinguishes itself in battle.









The word "fusilier" is used in combination with the name of the type of division designated as a fusilier division ; that is, 8th Fusilier Rifle Division, 4th Fusilier Mechanized Division, etc. All organic units of a fusilier division are designated "fusilier." Some nondivisional units also carry the fusilier designation because at one time they were assigned to divisions which were awarded the "fusilier" title.


	(2) Numbering system. A certain pattern is noticeable in the numbering of Aggressor ground units, although no rule has been established that is applicable in all cases. Many exceptions are evident as a result of inactivation, conversion to other types of units, for other less common reasons, or for no apparent reason at all.

	(a) Army groups. Army groups are non-numerically designated but are referred to as Army Group West, East, North, South, and Home Command.




	(&) Armies. Armies are designated by writing out the number and branch designation in full, as "First Rifle Army." All ground armies are numbered in one series from the first through twentieth ; however, all twenty numbers have not been identified.




	(c) Corps. Corps are designated by Roman numerals and branch arranged in two numerical series, each beginning with I. The first series is composed of rifle and mountain corps, while other corps—airborne, artillery, and cavalry—are included in the second series. The corps in the second series are arbitrarily numbered without regard to type. It is emphasized that no two corps in a series can be assigned the same numerical designation. Thus, if there is a V Airborne Corps, no other type corps in this series can be assigned the same numerical designation.




	(d) Divisions. Rifle and mountain divisions are generally numbered in the 1-100 series. Cavalry, mechanized, and tank divisions are considered as belonging to the same branch and, therefore, are not assigned the same numerical designation. For example, if there is a 10th Cavalry Division, there cannot be a 10th Mechanized Division or a 10th Tank Division. The same applies for artillery and antiaircraft divisions, i.e., if there is a 20th Artillery Division there cannot be a 20th Antiaircraft Division. A fusilier division may have the same numerical designation as another division






of the same category, that is, 16th Fusilier Rifle Division and the 16th Rifle Division.

C:

f v c

«- v c:


	(e) Organic divisional units. The separate organic units of a rifle or mountain division, such as the engineer battalion, signal battalion, and motorcycle battalion, and reconnaissance squadron are generally assigned the division number plus 100. Similar units in cavalry, mechanized, and tank divisions are generally assigned the division number plus 300. Auxiliary units organic to artillery and antiaircraft divisions are usually assigned the division number plus 400. The numbering of organic units may vary whenever a fusilier division has the same numerical designation as another division of the same type. Antiaircraft regiments organic to mechanized and tank divisions are generally assigned the division number plus 300.

	(/) Nondivisional (GHQ) troops. Nondivisional (GHQ) units were originally assigned numerical designations in the 600 series. Increasing need for additional units, however, has caused the use of other numerical series to designate these units.

	(g) Organic regiments. The organic regiments, battalions, squadrons, companies, and batteries of brigades are designated by Arabic numerals and branch or type of equipment. Examples: 401st M Gun Regt/131st M Gun Brig and 7th Abn AT Co/51st Abn Brig.

	(h) Organic, battalions. The organic battalions and squadrons of regiments are numbered with Roman numerals or are designated by name. Examples : III/18th R Regt; Mtz R Bn/3d M Tk Regt; I/52d L Gun Regt; L Gun Bn/603d Mtrcl Regt.

	(i) Organic companies. The organic companies, batteries, or flights of regiments, battalions or squadrons are designated by Arabic numerals or by name. Examples : 2/L Gun Bn/603d Mtrcl Regt; l/III/18th R Regt; AA MG Co/27th R Regt; L AA Btry/54th Hv Tk & SP Gun Regt; MG Co/I/32d Mecz R Regt.

	b. Air Force High Command.

	(1) Types. All-Aggressor air units are identifiable by the type of aircraft in the title. For types of Aggressor air units, see FM 30-102.




	(2) Assignment. Experience indicates that there is no permanent assignment of divisions to corps or of corps to armies in the Aggressor Air Force. It is also believed that control of all nondivisional (GHQ) units, both







	aviation and ground, has been centralized with the Air Force High Command and that these units are detached to subordinate organizations for specific missions, both in the Homeland and in oversea areas.

	(3) Numbering system. A certain pattern is noticeable in the numbering of Aggressor air units, but no rule can be established that is applicable in all cases. Many exceptions are indicated as a result of inactivation, conversion to other type units, for other less common reasons, or for no apparent reason at all.

	(a) Armies. Armies are designated by writing out the number in full, that is, "Fourth Air Army."




	(b) Corps. Corps are designated in a continuing series of Roman numerals, regardless of type. For example, if there is a IX Bomber Corps, there cannot be a IX Ground Attack Corps.




	(c) Divisions. Divisions are generally numbered in the series 1-100, without regard to the type of division except for antiaircraft divisions with the air forces.




	(d) Nondivisional (GHQ) units. Nondivisional (GHQ) units seem to follow no pattern in their numbering.








6. Notes on the Use of this Publication


	a. The use of parentheses to inclose a unit designation indicates the unit's nonexistence due to a change in identity, absorption, annihilation, or for other cause, and therefore indicates that a certain code name, AFPO number, or assignment no longer applies to it. Parentheses inclose only the name of a subordinate unit when only the subordinate unit is nonexistent.

	b. Throughout this manual the data in any given column refers directly to the item on the same line in the basic column on the left-hand side of the page.

	c. Two question marks (??) indicate possibility of information shown and a single question mark (?) indicates probability. Where there is a complete lack of information, the space in which it normally would appear has been left blank.

	d. For identification of abbreviations and Aggressor symbols used, see SR 320-50-1, FM 21-30, FM 30-101, and paragraph 467 of this manual.







PART TWO IDENTIFIED GROUND ORGANIZATIONS




CHAPTER 3 MAJOR GROUND UNITS


Section I. ARMY GROUPS


7. Army Group West (OkGTA)

a. Basic Eléments.

Commander: Marshal CARMONA, Carlos

Deputy Commander: Gen of Army ACOSTA, Evaristo

CofS : Gen of Corps HEINECIUS, Ramon

Hq Location: Caribbean (Forward), Homeland (Rear)

Code Name: CERBECO

AFPO Number: 10000

b. History. Formed in 1945. Designated in 1946 as headquarters for expeditionary force (led by Marshal AQUINALDO) which landed in California. In control of ill-fated Florida campaign 1947 ; Aggressor Third Army practically annihilated. Responsible for unsuccessful Tennessee-Kentucky campaign of 1948. Elements defended Caribbean against amphibious assault by United States forces in 1949. Controlled invasion force which captured Hawaiian Islands in June—July 1949. Lost the Islands to United States force in November 1949. Responsible for task force landing in Alaska in October 1949. Nearly all Aggressor troops destroyed in subsequent U.S.—Allied attack. Successfully directed the second Florida campaign in 1950. In control of Caribbean defensive forces during United States raid against submarine and glider installations on islands of Puerto Rico and Vieques in March 1950. Responsible for third Carolina invasion (mid-1951) and Texas invasion (1951-1952). Controlled right flank units in annexation of territory south of original Homeland from spring 1954 until end of year.



8. Army Group East (OrGTA)

a. Basic Elements.

Commander: Marshal NEGRIER, Francois

Deputy Commander: CofS: Gen of Army HERROLD, John D. Gen of Corps GROSS, Victor de

Hq Location : St Lawrence Area (Forward), Home land (Rear)

Code Name: MARTELO b. History. Formed in 1946. Originally designed as expeditionary force headquarters to control units for use in separate (presumably East Coast) assault upon North America. Reverted to function as controlling headquarters for major tactical components of its area in 1947. (Key officers observed Florida and St. Lawrence campaigns and Caribbean occupation.) Responsible for defense and occupation of St. Lawrence area (transferred from Army Group West, June 1949). One army detached to Army Group West for use in the Caribbean in December 1950. Conducted second St. Lawrence campaign against United States during 1951-1952. Controlled elements of left flank in southern liberation campaign from early 1954 until December 1954. 9. Army Group North (NGTA)

a. Basic Elements.

Commander : Deputy Commander: Marshal DAHLMAN, Erich Gen of Army BOECLET, Noel

CofS: Gen of Corps SCHRODER,

Albrecht von

Hq Location : Homeland

Code Name: PERSISTECO

AFPO Number: 30000 b. History. Formed in December 1949. Controlled invasion and occupation of Southeast Asia in April 1950. One of its components attached to Army Group West for invasion of the Carolinas in July 1951. 10. Army Group South (SGTA)

a. Basic Elements.

AFPO Number:

Commander : Marshal REIBNITZ, Erhardt

Deputy Commander: Gen of Army CONES, Vincent L

CofS: Gen of Corps BERTHET, Paul

Hq Location : Homeland

Code Name:

b. History. Believed formed in December 1954. Consists of annexed territory to south of original homeland and small southern areas of Army Groups West and East. Army Group South is reported to have the mission of consolidating the new territorial gains and the raising of troops in the newly liberated areas.



11. The Home Command (HKTA)

a. Basic Elements.

Commander : Gen of Army BÜSTEN, Treen H.

Deputy Commander: Gen of Air Army VALINO, Vicente

CofS: Gen of Corps SPEICH, Wilhelm

Hq Location : Code Name: AFPO Number: Homeland DIKTI 00001 b. History. Formed in 1945 as Army Group "R" to be a reserve headquarters for all training and replacement. Controls the Replacement Training Army and peoples militia integrated with the national police as a final reserve in event of invasion of the Homeland. Redesignated Home Command in 1953. The Home Command also controls some of the activities of' the Fifteenth Mechanized Army. General of Army BÜSTEN succeeded Gen of Army (now Marshal) DAHLMAN as commander.




Section II. ARMIES


12. First Rifle Army

a. Basic Elements.

Commander : Gen of Army MONTALBAN,

Don Luis

Deputy Commander:

CofS: Gen of Div LORCER, James I

Hq Location : Army Group West Area

Code Name: AFPO Number: SOVI 10001 b. History. Formed in 1945 as an elite army for California campaign in which various elements distinguished themselves. The thrust eastward into the United States from California was stopped by logistical difficulties. Since its return to Aggressor early in 1947, some elements participated in the Florida campaign, and other elements conducted sporadic campaigns against internal dissidents and border guerrillas. Nearly all took part in one or more maneuvers. Reliably estimated that about one-half of its divisions are held in a constant state of combat readiness. Redesignated First Rifle Army in late 1952.

13. Second Rifle Army Gen of Army CHARPIN, Marieno Gen of Corps WALLON, Evaristo Commander : Deputy Cufnmander:

Gen of Div VALERA, Ramon CofS:

Caribbean Area RENVERSI Hq Location : Code Name:

10450 AFPO Number:

b. History. Formed in 1945 for California campaign. Returned to Aggressor early in 1947. All components underwent intensive training during 1948; amphibious and air transportability training during 1949. Began move to Caribbean in August 1949. Replacement of Fourth Army completed January 1950. Responsible for invasion of Carolina in 1950 and Texas campaign of 1951-1952. Redesignated Second Rifle Army in early 1953. 14. (Third Army)

Formed in 1945. Took part in California campaign (1946) and Florida campaign (1947). Deactivated early in 1948. (See Fifth Rifle Army and Third Mechanized Army.) 15. Fourth Rifle Army a. Basic Elements.

Commander : Gen of Army CASANDUAS, Leon

Deputy Commander:

CofS: Gen of Div WALCKENAER, Tito

Hq Location : Army Group West Area

Code Name: AFPO Number: KRUELA 11350 b. History. Formed in 1946. Seized the Caribbean Islands. Assigned to garrison when occupation was made official by terms of the treaty following California campaign. Known until end of 1949 as the "Stepping Stone" army because of position with regard to routes of approach to American continent. Suffered heavy losses in two disastrous campaigns; Tennessee-Kentucky and Carolina (April 1949). Defended Puerto Rico and Vieques against combined United States amphibious force early in 1949. Replaced by Second Army and returned to Aggressor by January 1950. Components of Ninth Army in St. Lawrence area replaced by units from Fourth Army by late 1952. Redesignated Fourth Rifle Army in 1953.

16. Fifth Rifle Army Commander : Gen of Army DANIELS, William

Deputy Commander:

CofS: Gen of Div FISCHER, Martin

Hq Location : Army Group North Area

Code Name:

AFPO Number: 10800 b. History. Formed early in 1948. Assumed control of units of Third Army after disastrous California campaign and remnants of V Rifle Corps after Florida campaign. Underwent intensive training during 1948 and began extended field maneuvers 1949. Completed field training in summer of 1952 and reported preparing for oversea deployment in late 1952. 17. Sixth Rifle Aipny a. Basic Elements.

Commander : l Gen of Army LEVIS, Philippe

Deputy Commander: Gen of Corps VEGLISON, Antonio

CofS: Gen of Div RAVAGEAUX, Rene Army Group East Area

Hq Location : .Code Name:

b. History. Formed early in 1946 as part of original Army Group East, and known as the "Vichyite" army. Troops received some seasoning in antidissident and antiguerrilla action prior to Hawaiian and Alaskan campaigns. During these campaigns, initial successes of the XIX Rifle Corps were later nullified by its virtual annihilation. In July 1950 the XXVII Rifle Corps reported in the Caribbean area as replacement for IV Mechanized Corps. Redesignated Sixth Rifle Army in 1953. 18. Seventh Rifle Army a. Basic Elements.

Commander: Gen of Army HEATHE, Albe marle F. C.

Deputy Commander: Gen of Corps PIDAL, Fernán

CofS: Gen of Div FORSTER, Paul

Hq Locátion: Army Group South Area (?)

Code Name: HAKI

AFPO Number:

b. History. Formed early in 1950 after Aggressor territorial expansion which led to creation of Army Group North. In Carib bean area, it was charged with the invasion of the Carolinas in July 1951. After failing in this campaign, it returned to the Caribbean, leaving one armored corps holding a beachhead in Carolina. During the Texas campaign in 1951-1952, the Army was on garrison duty in the Caribbean. Returned to Homeland in May 1952. Redesignated Seventh Rifle Army in early 1954. Believed assigned to Army Group South in December 1954.



19. Eighth Rifle Army

a. Basic Elements.

A v

«

Commander : Gen of Army SAVAGE, Youlon E.

Deputy Commander: Gen of Corps THEVENEZ, Jesus

CofS: Gen of Div RAMMS, Belton

Hq Location: Army Group East Area

Code Name: AFPO Number: URAGANO 20575 b. History. Formed early in 1946. Formerly called "M" army in honor of the former Fascist dictator. Once believed least efficient of all Aggressor armies until one of its original components (III Rifle Corps) made excellent combat record in St. Lawrence campaign in 1948 and 1949. One of its corps reported assigned to Second Army for occupation duty in Caribbean area in 1950. This corps fought creditably in Texas campaign of 1951-1952. Redesignated Eighth Rifle Army in 1953.



20. Ninth Rifle Army

a. Basic Elements.

Commander : Gen of Army BECKER, Charles

Deputy Commander: 'i h:,

CofS: Gen of Div GEOFFROY, Anatole

Hq Location: St. Lawrence

Code Name: SANGO b. History. Formed in mid-1946 under control of Army Group East. In mid-1947 transferred to Army Group West for invasion of the St. Lawrence Valley and New England. Captured and maintained control of large sector of eastern Canada and northeastern United States. In June 1949 returned to Army Group East control. Superior United States forces caused army to withdraw to a line roughly between Portsmouth, New Hampshire, and Quebec in 1949. Army forced from the entire St. Lawrence Valley in 1950. Area defended by army at that time consisted of Newfoundland, Nova Scotia, and adjacent islands, and half of New Brunswick. Ninth Army initiated large scale attack against northeastern

United States late in 1951, and after bitter fighting, was forced back to original defensive positions. In November 1952 the army launched a winter offensive southward. By mid-December 1952 the Ninth Army crossed the St. Lawrence River and attacked into New York State. Redesignated Ninth Rifle Army in early 1954.



21. Tenth Rifle Army

a. Basic Elements.

Commander : Gen of Army HERMANN, Wilhelm

Deputy Commander: Gen of Corps SCHOBINGER,

Marion

CofS: Hq Location: Gen of Div PLOCHER, Friedrick Southeast Asia Area (Forward),

Army Group North Area (Rear)

Code Name: AFPO Number: GARDI 20101 b. History. Formed originally in 1946. Frequent changes of components until reorganization early in 1950 made this army almost a second replacement training army. Tenth Army took over southeast Asia during April—May 1950. Identified on occupation duty in southeast Asia in 1952. Redesignated Tenth Rifle Army in late 1953.



22. Third Mechanized Army

a. Basic Elements.

Commander : Gen of Army STURD, George G.

Deputy Commander: CofS: Gen of Corps THEOBALD, Jose Gen of Brig BRUNA, Armando

Hq Location: Army Group East Area (?)

Code Name: LAVANGO

AFPO Number: 30800 b. History. Formed of units of III and VI Armored Corps in October 1952. Believed currently assigned to Army Group East.



23. Eleventh Mechanized Army

a. Basic Elements.

Commander :

Deputy Commander: Gen of Corps HOFFMAN,

Adolphe (??)

CofS:

Hq Location : Army Group South

Code Name: AFPO Number:

b. History. Believed to be former VI Armored Corps. Believed upgraded to Mechanized Army in early 1953. Assigned to newly created Army Group South. 24. Twelfth Mechanized Army a. Basic Elements.

Commander : Gen of Army MACAIRÉ, Albert

Deputy Commander: Gen of Corps SARASUA, Simetrio

CofS :. Gen of Div DIVAL, Lewis

Hq Location: Caribbean (Forward), Army Group

North Area (Rear)

Code Name: HONORO b. History. Formerly XII Armored Corps. Upgraded to Mechanized Army in November 1953. Currently assigned to Army Group North; however, only the rear headquarters and two divisions are in the Homeland. The major portion of the army is attached to Army Group West and is located in the Caribbean area.



25. Thirteenth Mechanized Army

a. Basic Elements.

Commander :

Deputy Commander:

CofS:

Hq Location: Army Group South (??)

Code Name: AFPO Number:

b. History. Believed upgraded from III Armored Corps in late 1953. Present assignment possibly Army Group- South.



26. Fourteenth Mechanized Army

a. Basic Elements.

Commander :

Deputy Commander: Gen of Div AMPERE, Louis (?)

CofS:

Hq Location:

Code Name:

AFPO Number:

b. History. Believed to be former XIV Mechanized Corps. Upgraded to Mechanized Army in late 1953. Reported forward elements debarked in St. Lawrence Area in mid-1954 as part of general plan to provide more balanced force in that area.

27. Fifteenth Mechanized Army Commander : Gen of Army BANDERAS, Jorge

Deputy Commander: CofS: Gen of Corps REISZ, Fred C. Gen of Brig DIEZ, Umberto

Hq Location: Army Group North

Code Name: AFPO Number: HEJTI 11150 b. History. Formerly II Mechanized Corps. Upgraded to Mechanized Army and redesignated Fifteenth in July 1953. This army is believed to be also an administrative and training command for tank and mechanized units in the Homeland, although capable of going operational under Army Group North or the Home Command in event of an invasion of the Homeland. 28. Twentieth Mechanized Army a. Basic Elements.

Commander : Gen of Corps GONERGUY, George

Deputy Commander:

CofS: Gen of Div ALBATH, Henry

Hq Location: Army Group West Area

Code Name: AFPO Number: ARBO 10678 b. History. Formerly IV Mechanized Corps. Upgraded to Mechanized Army and redesignated Twentieth in January 1953. Currently assigned to Army Group West. Present mission believed to be that of guarding border of Aggressor Homeland. 29. IRifle Corps




Section III. CORPS

a. Basic Elements.

Gen of Corps ODOARD, Alberto Commander :

Gen of Div RAMKE, Hans Deputy Commander:

CofS:

Army Group South Area (?) Hq Location:

Code Name:

AFPO Number : 10836 b. History. Formed in 1945. Successfully performed important missions during California campaign. Returned to Aggressor in 1947. Little heard of Corps from 1947 until late 1948 when components were identified on large scale field maneuvers. Reports indicate identified components completed extensive air-transportable training late in 1951. Redesignated I Rifle Corps in late 1952. Assigned to Seventh Rifle Army.

30. Il Rifle Corps Commander: Gen of Corps TORRES, Carlos

Deputy Commander:

CofS:

Hq Location: Army Group East Area

Code Name: AFPO Number: CIFIGI 10071 b. History; Formed in 1945 as part of First Army. Elements helped secure Panama Canal in surprise assault prior to California invasion. Fought stubbornly against Americans throughout subsequent campaign. Returned to Aggressor in 1947. On maneuvers during first half of 1949. Identified in Caribbean area in November 1949. Identified in second Florida campaign in April 1950. Returned to the Caribbean in May 1950. Reported returned to Aggressor Homeland in August 1952 and assigned to Sixth Army. Redesignated II Rifle Corps in 1953. 31. Ill Rifle Corps a. Basic Elements.

Commander : Gen of Corps NOMICOS, Max

Deputy Commander:

CofS:

Hq Location: Army Group West Area (?)

Code Name: AFPO Number: HINACO 20161 b. History. Formed late in 1946. Was sometimes referred to by original name, "Laval Corps." First subordinated to Tenth Army, then to Eighth Army. Assigned to Ninth Army in 1947 as reserve corps for St. Lawrence campaign. Replaced XXIV Rifle Corps in central Canadian sector in December 1948. Excellent combat record in St. Lawrence campaign of 1948-1949. Returned to Aggressor in January 1950. Elements integrated and trained replacements at home centers prior to returning to St. Lawrence area in June 1951. Participated in second St. Lawrence campaign in 1951-1952. Returned to Homeland by September 1952 and transferred to Fourth Army. Redesignated III Rifle Corps in 1953. 32. IV Rifle Corps a. Basic Elements.

Commander: Gen of Corps EMANUAD, Arthur

Deputy Commander:

CofS :

Hq Location: Army Group South Area

Code Name: NEPRE AFPO Number: 11231 b. History. Formed in 1945 as I Airborne Corps. Carried out airborne attack vicinity Yuma, Arizona, in December 1946, after initially arriving by boat for California campaign. Returned to Aggressor in mid-1947. Provided part of personnel for, and assisted in activation and training of, V Airborne Corps. Redesignated IV Rifle Corps during army-wide reorganization late in 1949. Reported trained in air-transportability in 1951. Assigned Seventh Rifle Army 1954.
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33. V Rifle Corps

a. Basic Elements.

Commander : Gen of Corps HAIMOU, Tojo

Deputy Commander:

CofS:

Hq Location: Army Group North Area (?)

Code Name: AFPO Number: NOBLA 30931 b. History. Formed in 1945. Spearheaded many Third Army operations in California campaign. Reorganized and refitted in Caribbean area during May—July 1947. Virtually destroyed in Florida campaign, August—December 1947. Remnants returned to Homeland and reformed in 1948 under control of Fifth Army. Performed training missions during 1949. Transferred to Seventh Army under new Army Group North early in 1950. Identified in Caribbean area in mid-August 1951. Returned to Homeland in May 1952. Redesignated V Rifle Corps in early 1954.



34. VI Rifle Corps

a. Basic Elements.

Commander: Gen of Corps BECUZZIE, Bolero

Deputy Commander:

CofS:

Hq Location: St. Lawrence

Code Name: AFPO Number: ATARI 11036 b. History. Formed in 1945. Transferred to Caribbean area under Fourth Army late in 1947. Performed occupation duties until designated to conduct Carolina campaign early in 1949. Returned to Homeland late in 1949 and reorganized early in 1950. Transferred to Ninth Army and sent to St. Lawrence area in August 1952.

35. VIII Rifle Corps Commander : Gen of Corps HEVISY, Victor

Deputy Commander: Gen of Div PONCIT, Mathias

CofS :

Hq Location : Army Group North Area

Code Name:

b. History. Formed in 1947 as V Airborne Corps to control airborne divisions in Army Group East. Engaged in training and minor antidissident actions during 1948 and 1949. Redesignated VIII Rifle Corps during Aggressor Army reorganization late in 1949. Assigned to Fifth Army in 1950. 36. IX Rifle Corps a. Basic Elements.

Commander : Gen of Corps SARLES, Rubin

Deputy Commander:

CofS: Gen of Brig DOUADY, Francois

Hq Location:

Code Name: AFPO Number: SALUTI 10476 b. History. Formed in 1945. Participated in California campaign'in 1946. Returned to Aggressor Homeland in 1947. Elements of Corps performed as "US" troops on various maneuvers during 1948 and 1949. Reorganized late in 1949 and placed under control of Fourth Army in July 1950. En route to bases in western hemisphere in August 1952. Redesignated IX Rifle Corps in 1953. 37. XI Rifle Corps a. Basic Elements.

Commander : ' Gen of Corps DOHREN, Julius

Deputy Commander:

CofS:

Hq Location : Code Name: AFPO Number: Carolina FERO 31300 b. History. Formed as part of Sixth Army early in 1950 in new territory acquired by Aggressor as a result of plebiscite held late in 1949. Cadre unit was 14th Rifle Division. Replacement corps for unit of Second Army in Caribbean area in June 1952. Reported in Carolina in August 1952. Redesignated XI Rifle Corps in early 1953.

38. XV Rifle Corps Commander : Gen of Corps IVANDUEL, Donald P

Deputy Commander:

CofS:

Hq Location:

St. Lawrence

Code Name:

AFPO Number:

11375 b. History. Formed in 1946 as first of two initial corps for garrisoning Caribbean area under Fourth Army. Reorganized prior to and after mounting ill-fated Tennessee-Kentucky campaign in 1949. Returned to Aggressor late in 1949. Reorganized early in 1950. Reported in St. Lawrence area in July 1952. Redesignated XV Rifle Corps in 1953. 39. XVIII Rifle Corps a. Basic Elements.

Commander : Gen of Corps KUBLER, George

Deputy Commander:

CofS:

Hq Location:

Southeast Asia Area

Code Name: AFPO Number:

BRUTO 32050 b. History. Formed early in 1950 in territory newly acquired by Aggressor in the course of expansion late in 1949. Reported in southeast Asia early in the spring of 1950 under Tenth Army control. Components reported engaged in the suppression of subversive elements during 1951-1952. Redesignated XVIII Rifle Corps in late 1953. 40. XIX Rifle Corps a. Basic Elements.

Commander : Gen of Corps FELL, Alfred R.

Deputy Commander:

CofS: Gen of Brig ESPINDOLA, Toledo

Hq Location: Army Group West Area (?)

Code Name: CEFO AFPO Number: 20970 b. History. Formed late in 1946. Reorganized late in 1947. Participated in Hawaiian campaign and virtually destroyed. Corps reorganized as XIX Rifle Corps late in 1949, and assigned to Ninth Army. Identified in the second St. Lawrence campaign. Returned to Aggressor Homeland in August 1952, and placed under Fourth Army control.

41. XX Rifle Corps Commander: Gen of Corps ALTERMAN, Gordon L.

Deputy Commander:

CofS:

Hq Location: Code Name:

AFPO Number : 10150

b. History. Formed in 1945. Highly praised for performance in California campaign. Returned to Aggressor in 1947 and refitted. Identified only in routine training assignments in 1948. Reported on maneuvers during first half of 1949. Became one of first corps to reorganize as new type rifle corps. Rumored in Southeast Asia. 42. XXI Riflo Corps a. Basic Elements.

Commander: Gen of Corps HISPANO, Roberto

Deputy Commander:

CofS:

Hq Location:

Army Group East Area (?)

Code Name:

ANGELO

AFPO Number: 10536

5. History. Formed early in 1946. First Aggressor corps to land on United States soil (November 1946). Initial successes due to surprise and rapidity of movement, taught United States forces valuable but costly lessons in warfare. Returned to Aggressor in 1947. Performed normal training functions in 1948. Identified on amphibious maneuvers early in 1948. Reorganized as the XXI Rifle Corps in July—August 1949. Identified in Caribbean area in September 1949. Corps participated in the second Florida invasion early in 1950. Mechanized division assigned to corps participated in the invasion of Texas late in 1951. Remainder of Corps performed occupation duties until July 1952, when entire Corps returned to Aggressor Homeland. 43. XXII Rifle Corps a. Basic Elements.

Commander: Gen of Corps FREESE, Gilbert A.

Deputy Commander:

CofS:

Hq Location: Army Group East Area

Code Name: SENTI AFPO Number: 20901 b. History. Formed early in 1947. Some elements employed in antiguerrilla actions late in 1947 and 1948. Morale at extremely low ebb in 1949. Reorganized as new type rifle corps in late 1949, and provided "maneuver enemy" for other units of Army Group East in 1950-1951. All components moved to new locations within Army Group East in 1952.



44. XXIII Rifle Corps

a. Basic Elements.

* Commander: Gen of Corps SCHREIBER, Rudolf

Deputy Commander:

CofS:

Hq Location: Florida Area (?)

Code Name: AFPO Number:

b. History. Formed in January 1950 under control of Fifth Army in April 1950. Components participated in amphibious training early in 1951. Reported sent to Florida late in 1952.



45. XXIV Rifle Corps

a. Basic Elements.

Commander: Gen of Corps BLETON, Jean

Deputy Commander:

CofS:

Hq Location : Army Group East Area

Code Name:

AFPO Number : 20330

b. History. Activated late in 1946. Originally known as the "Tarbes Corps," later "Gascon." Partly because of exploitation of French language for intelligence purposes, Corps made striking advances in early part of St. Lawrence campaign. Relieved by XXX Rifle Corps in December 1948. Identified for shorter periods in New England Sector during 1949. Corps headquarters, minus components, returned to Aggressor in December 1949. Reorganized in 1950. Units undergoing mountain training early in 1952. Redesignated XXIV Rifle Corps in 1954.



46. XXV Rifle Corps

a. Basic Elements.

Commander: Gen of Corps LICHTENBERGER,

Joachim

Deputy Commander:

CofS:

Hq Location : Southeast Asia Area

Code Name: AFPO Number:

6. History. Formed early in 1950 in line with army expansion and creation of Army Group North. Corps landed in southeast Asia with Tenth Army in mid-1950. Occupation duty and training during 1951 and early 1952. Redesignated as XXV Rifle Corps late in 1953.



47. XXVI Rifle Corps

a. Basic Elements.

Commander : Gen of Corps UGÁRTE, Ramon

Deputy Commander:

; CofS:

Hq Location: Army Group West Area

Code Ñame: AFPO Number: LUMI 10231 b. History. Formed in November 1946 during the California campaign. Made excellent combat record. Returned to Aggressor in mid-1947. Elements used as demonstration units during 1948; identified on maneuvers in 1949. Corps began reorganization late in 1949. Suppressed local dissident groups in 1950-1951. Redesignated as XXVI Rifle Corps in 1953.



48. XXVII Rifle Corps

a. Basic Elements.

Commander: Gen of Corps GILLESON, Pierre

Deputy Commander:

CofS:

Hq Location: Texas Area Code Name: TRANCI AFPO Number: 21065 b. History. Organized in 1947, but inactive until late in year. Reorganized and fully activated in 1948. Identified on maneuvers in 1948 and 1949. Reorganized as new type rifle corps and assigned to Sixth Army late in 1949. Unit assigned to Second Army in July 1950. Identified in Caribbean on garrison duty during third Carolina campaign in July 1951. Participated in Texas campaign in 1951-1952, and remained to hold beachhead.



49. XXVIII Rifle Corps

a. Basic Elements.

Commander: Gen of Corpa EVERDING, Henry

Deputy Commander:

CofS:

Hq Location: Code Name: AFPO Number: Caribbean BATALI 30321 b. History. Formed in 1945. One of first corps to land in California under First Army. Suffered heavy losses and reorganized as reserve corps for Army Group West for remainder of campaign. Withdrew to Caribbean area early in 1947. Fought under Third Army in Florida in 1947. Suffered heavy loss of material and personnel. Remnants returned to Aggressor early in 1948. Reassigned to First Army. Identified in routine training assignments and on maneuvers in 1948 and 1949. Assigned to Fifth Army after reorganization in 1950. Sent to Caribbean in July 1952. Redesignated XXVIII Rifle Corps in 1953. 50. XXX Rifle Corps a. Basic Elements.

Commander: Gen of Corps BESSIERE, Phillipe

Deputy Commander:

CofS:

Hq Location: Code Name: AFPO Number: Texas Area LABORO 21480 b. History. Believed formed in mid-1946 as second of two corps under Fourth Army control for garrisoning the Caribbean area. Performed routine occupation duties until early 1949, when one of its divisions bore the brunt of United States Assault on Puerto Rico and Vieques. Aggressor propagandists gave corps credit for limiting United States objective and forcing subsequent withdrawal. Returned to Aggressor late in 1949 and quickly reorganized. Assigned to Second Army in July 1950. Used as garrison force in Caribbean area during the 1951 Carolina campaign. Participated in Texas campaign in 1951-1952. Reorganized as new type rifle corps in 1953. 51. XXXII Rifle Corps a. Basic Elements.

Commander: Gen of Corps LAVENDEROS, Leon

Deputy Commander:

CofS:

»

A m

Hq Location: Army Group East Area

Code Name: FARINGO

AFPO Number: 10666

b. History. Formed in 1945. Suffered heavy losses in California campaign and withdrew to Aggressor prior to armistice and deactivated. Elements used to demonstrate combat methods of United States forces in 1947. Corps reactivated late in 1947. Engaged in routine training in 1948. On maneuvers in 1949 until reorganized and alerted for oversea. Corps identified in Caribbean in September 1949. Elements identified in second Florida campaign in February 1950. One division loaned to I Airborne Corps for Carolina campaign in 1951, while rest of corps remained in Caribbean as occupation force. Returned to Homeland in August 1952 for reorganization and refitting. Redesignated XXXII Rifle Corps in 1953.



52. XXXIV Rifle Corps

a. Basic Elements.

Commander: Gen of Corps MESSMANN, Robert

Deputy Commander:

CofS:

Hq Location:

Code Name:

AFPO Number:

b. History. Formed late in 1949. Rumored sent to Caribbean area early in 1951 as occupation force during Texas campaign. Reported in Aggressor Homeland in July 1952. Redesignated as XXXIV Rifle Corps in 1953.



53. X Mountain Corps

a. Basic Elements.

Commander:

Gen of Corps CRAWFORD,

Robert C.

Deputy Commander:

CofS:

Hq Location:

Army Group North Area

Code Name:

AFPO Number:

30036 b. History. Formed as X Corps in 1947 to control Aggressor units operating against guerrilla bands in mountainous and other sparsely populated areas. Participated in extensive maneuvers on coast in 1949. Redesignated X Rifle Corps in late 1949. Assigned to Seventh Army early in 1950. Reported in Caribbean area early in 1951 as a reserve corps. Performed occupation duty there until

September 1952 when it returned to Aggressor Homeland. Redesignated X Mountain Corps in early 1954. 54. XXXV Mountain Corps a. Basic Elements.

Commander : Gen of Corps RAYMAUD, Emil

Deputy Commander:

CofS:

Hq Location: Army Group South Area

Code Name: AFPO Number: AVARA 20391 b. History. Formed early in 1947 as XXXV Corps. Remarkable attack and defense record throughout the St. Lawrence campaign. After landing at Quebec in September 1947, corps fought through to west of Toronto and held positions until forced to withdraw to Newfoundland in 1949. Its maintenance of security, especially in rear areas, is mandatory for study in all Aggressor military schools and institutes. Redesignated XXXV Rifle Corps in 1949. Identified in second St. Lawrence campaign as one of the best offensive units. Returned to Homeland in September 1952. Redesignated XXXV Mountain Corps in 1953. Assigned Seventh Rifle Army 1954. 55. XXXVI Mountain Corps a. Basic Elements.

Commander : Gen of Corps KRETSCHMER, Hans

Deputy Commander: Gen of Div PAQUIER, Pierre

CofS:

Hq Location: Army Group East Area

Code Name: AFPO Number : BLOVI 20616 b. History. Formed as XXXVI Corps in 1947. Later in year saw action against guerrillas in central mountains. Acted almost continually as "enemy" in mountain warfare maneuvers held in various parts of Aggressor Homeland during 1948 and early 1949. Redesignated XXXVI Mtn Corps in late 1949. Reorganized as new type mountain corps in early 1951. Reported constructing modern defensive installations on southern coast in mid-1952. 56. IAirborne Corps a. Basic Elements.

Commander: Gen of Corps MENESES, Albert Deputy Commander: Geh of Div NICOLARDOT, Jean

CofS:

Hq Location: Army Group West Area .

Code Name : DEDICI AFPO Number: 10904 ^ b. History. Formed late in 1949 to replace former I Airborne Corps which was converted to new typé rifle corps. Originally intended as. reserve corps for Army High Command with the primary mission of training paratroop replacements in the Airborne Training Center. Major elements of corps were engaged in temporary assignments to Second Army.for second Florida' campaign of 1950. Garrison and training duties late. 1950 and early 1951.. In ^August 1951 units- of corps identified in third Carolina campaign. Returned to Cuba late September 1951 for reorganization, of units. preparatory to the invasion of Texas where it took an active part in the airborne invasion. Retürned to Homeland in July 1952.



57. V Airborne Corps

a. Basic Elements. .

Commander:' . Gen of Corps EKDAHL, Richard

;

• , Deputy. Commander :,

CofS:

Hq Location: ,• Caribbean

.. Code Name: . . _

AFPO Number: 20701 .. . .

- b. History. Formed late in 1949 to replace'former V'Airborne Corps which was converted to rifle corps. Believed detached by Army High Command to give paratroop training to replacements for airborne units. Replaced I Airborne Corps in Caribbean area in June 1952.



58. VIII Airborne Corps

a. Basic Elements. , •

Commander: . Gen of Corps HILDEBRAND,

Carl B.

Deputy Commander:

CofS:

Hq Location : , Army Group South Area

. . Code Name: ' • JETISTO ' '

AFPO Number: 30340 ^ '

b. History. Formed early, in 1950 tfor the purpose, of giving air-transportable training:,to Army Group North units. GHQ Corps assigned,to Army High Command. Erroneously reported as the, II :Airborne .Corps -in 1950. Identified- in Caribbean .area August 1951 as occupation force during Texas campaign. Reported returned to Homeland in November 1952. Assigned Army Group East for southern expansion 1953. Assigned Army Group South 1954.



59. (II Mechanized Corps)

Formed under this designation in 1945. Saw first action as mobile reserve of Third Army in California campaign. Suffered minor losses. Returned to Aggressor in May 1947. Refitted and assigned to Ninth Army. Compiled remarkable combat record in first St. Lawrence campaign. Withdrew to Aggressor in December 1949, and reorganized early in 1950. Sent to Florida in June 1952 to replace units of Second Army. Returned to Homeland in late 1952. Upgraded to Mechanized Army and redesignated Fifteenth in July 1953.



60. (IV Mechanized Corps)

Formed under this designation in 1945. Operated most successfully of all Second Army's corps in California campaign. Withdrew to Caribbean area in April 1947 and refitted. Elements spearheaded many of Third Army's lightning advances in Florida in September 1947. Continuously and heavily engaged until virtually destroyed in December rout. Reformed late in 1948 and assigned to Second Army. Became first armored or mechanized corps to be reorganized by 1949 Tables of Organization and Equipment. Sent to Caribbean late in 1949. Responsible for invasion of Carolinas in March 1950. Virtually annihilated and returned to Homeland in July 1950 for reorganization and refitting. Upgraded to Mechanized Army and redesignated Twentieth in January 1953.



61. (XIV Mechanized Corps)

Formed early in 1951 as the result of Aggressor expansion program. This was the third mechanized corps to be formed. One unit sent to Caribbean in August 1952. Believed upgraded to Fourteenth Mechanized Army in late 1953.



62. (Ill Armored Corps)

Formed as III Mechanized Corps in 1945 ; deactivated in 1947 ; reformed in 1948. Reported performing supervisory training functions late in 1949. Designated III Armored Corps early in 1950. Assigned as GHQ corps under Army High Command. Believed upgraded to Thirteenth Mechanized Army in late 1953. Provided one division each for Third and Fifteenth Mechanized Armies. Commanding general assumed command of Third Mechanized Army.



63. (VI Armored Corps)

Formed under this designation late in 1947. Spent major part of 1948 experimenting with various theories in the use of armor against maneuver forces employing United States tactics. Reorganized late in 1949. Sent to Caribbean late in 1950. Spearheaded initial attack against North and South Carolina in July 1951. Provided three divisions for new Third Mechanized Army. Returned to Homeland in August 1952. Believed upgraded to Eleventh Mechanized Army in early 1953.



64. (XII Armored Corps)

Formed as XII Motorized Corps in 1946. Although in reality an armored corps since activation, it was not officially so designated until late in 1947. Later became part of show of force prior to plebiscites which added territory to Aggressor early in 1948. Engaged alternately in training and maneuvers until reorganized early in 1950. Sent to Caribbean area to replace elements of Second Army in May 1952. Upgraded to Twelfth Mechanized Army in November 1953. 65. IX Cavalry Corps a. Basic Elements.

Commander:

Deputy Commander:

CofS:

Hq Location: Texas (?)

Code Name:

AFPO Number :

b. History. Formed late in 19.51 to provide sufficient cavalry units in newly organized army. Sent to Caribbean area to replace X Cavalry Corps in July 1952. Occupation duty in Southwest Texas. 66. XCavalry Corps a. Basic Elements.

Commander:

Gen of Corps BUTLER, Paul V.

Deputy Commander: Gen of Div LEXINAS, Midelt

CofS:

Hq Location :

Army Group South Area (??)

Code Name:

CIE b. History. Formed early in 1949. First identified early in 1950 under command of former Chief of Cavalry. First cavalry corps identified. All major components identified.. Sent to the Caribbean in January 1951 and temporarily assigned to Second Army as a reserve force during Carolina campaign of July 1951. Participated in Texas campaign in 1951-1952. Returned to Homeland late in 1952. Assigned Army Group West for southern expansion. Reported attached to Army Group South late 1954. 67. VII Artillery Corps a. Basic Elements.

Commander : Gen of Corps ACHAUME, John

Deputy Commander:

CofS:

Hq Location : Army Group East Area

Code Name: AFPO Number: ALMOZO 30600 b. History. Formed in September 1949. First identified in March 1950. Detached from Army High Command for duty with Army Group North as strong reserve and not as-part of new show of strength as was rumored. Transferred to Army Group East upon activation of XI Artillery Corps in 1951. 68. XI Artillery Corps a. Basic Elements.

Commander :

Deputy Commander:

CofS :

Hq Location: Army Group West Arè'a (??)

Code Name: BALISTO

AFPO Number:

b. History. Activated early in 1951.'Thought to be assigned to Army Group West. 69. XVI Artillery Corps a. Basic Elements.

Commander : Gen of Corps BADEN, Henry Gen of Div IDENFISH, Gleb

Deputy Commander: CofS:

Army Group North Area

Hq Location : Code Name: DEFENDI

AFPO Number: 21400 ' . ' '

b. History. Formed in June 1949. First Aggressor artillery corps identified. Assigned to Army Group North in 1952.




Section IV. RIFLE DIVISIONS


7Ó. ' 1 Rifle Division

a. Basic Elements. "

(COt)E NAME ' AFPO NUMBER LOCATION

ÄKOMPANI 10251 St. Lawrence Area









	Unit
	Commander
	AFPO No.




	CG
	Gen of Brig NABUCO,

Pancho
	



	CofS
	Simon

Col.NORWALK,
	



	Hq

& Hq Trps:
	
	



	3 Rifle Regt
	Col JALADIS,

Jules
	10253



	. 5. Rifle Regt.,i
	Col VALENSUELA,

Henry
	10254



	'

28 Rifle Rbgt'J

'
	Col KAMAL,"Pacha
	10255



	i.

Tank Regt

1 M

L
	Helmuth

Col TUNSTÁR,
	



	Arty.

.1

Divisional
	
	10257



	112 M How

Regt
	Solano

Col LEIRIS,
	10258



	Bn.

67 L

AT
	
	10261



	Bn.l

IO! Hv

Mort
	
	10260





b. History.

Aug 45' ' • Formed as the 1st Infántry Division.

Nov 46—Apr 47 California campaign. Under XXVI Corps. Participated in the landing operations. Suffered heavy losses later.

Jan 50 Reorganized as the 1st Rifle Division under new commanding general.

Jul 51 Under VI Rifle Corps, Fourth Army.

Aug 52 Identified in St. Lawrence area as occupation force.

Jan 53 Reorganized.



71... 2 Rifle Division

.•YO'» a: Basic Elements.









	NAME

CODE
	AFPO

NUMBER
	LOCATION




	j-URI
	10161
	Southeast

Area

Asia













	Unit
	Commander
	AFPO No.




	CG
	Div

of

ORGAN,

Bernard

Gen

-
	



	& Hq

Hq

Trps
	
	10162



	Regt

9 Rifle
	Col LEGNANI,

Stefan
	10163



	Regt

16 Rifle
	
	10183



	Regt

17 Rifle
	
	



	Regt

Tk

50 M
	Monte

Col LIZANTE,
	



	Arty

Divisional
	of

Brig

GORMAZ,

Salvador.

Gen
	10167



	Regt

122 L

Gun
	
	10168



	Regt

128 M

How
	
	



	22 L

AT

Bn
	
	10171



	21 L

Bn

AA
	Comdt

ERGO,

Salvadore
	10172



	Bn

Mort

102 Hv
	Comdt

LORCERY,

Marcel.
	10170



	102 Engr

Bn
	Joseph.

Maj

ANGEL,
	10173



	Bn

102 Sig
	
	10175



	Trps.

Divisional

Svc
	Raul.

GOMEZ,

Col
	10166












	Aug

45
	as

Infantry

Division

from

partici

Formed

2d

in

Aggressor

uprising.

pants




	46—Apr

Dec

47
	XX

Heavily

California

campaign,

under

Corps.

engaged,

suffered

heavy

losses.



	Dec

49
	Redesignated

Division.

exer

2d

Rifle

Reported

cising

police

functions.



	Feb

50
	New

general

commanding

appointed.



	Jun

50
	in

Arrived

Southeast

Asia.



	Jun

52
	training

and

occupation

duties.

Combined



	Jan

54
	Reorganized.







72. 3 Rifle Division

a. Basic Elements.




	MURO
	10266













	Unit
	Commander
	AFPO No.




	CG
	Brig

MEINHOLD,

Eugene

Gen

of
	



	Hq

& Hq

Trps
	
	



	Regt

1 Rifle
	
	10268



	Regt

6 Rifle
	
	10269



	Regt

33 Rifle
	Col ROMAN,

Zorabel.
	10270



	103 Mtrcl

Bn
	
	10277



	Arty

Divisional
	
	10271



	Regt.

127 M

How
	
	10272



	27 L

AT

Bn
	
	10292



	22 L

Bn

AA
	John.

Comdt

TOUCH,
	10276



	Bn

103 Hv

Mort
	
	10274



	103 Engr

Bn
	
	10278



	Bn

103 Sig
	Maj

CHRISTO,

Melo.
	10279



	Trps.

Divisional

Svc
	
	10276





Aug 45 Formed from veteran irregulars into 3d Infantry Division.

Dec 46—Jan 47 California campaign under XXVI Corps. Heavy losses.

Feb—Mar 47 Apr 47 Caribbean area, refitted. Returned to Aggressor.

Nov 49 Redesignated 3d Rifle Division.

Jun 51 Reported training and performing normal gar rison duties.

Jan 52 Reorganized.

Aug 52 Reported preparing for overseas movement.



73. 4 Rifle Division

a. Basic Elements.

RULI 10556 Army Group East Area (?)









	Unit
	Commander
	AFPO No.




	-

CG
	Gen of

Div

BEHAMOND,

Peter.
	



	Hq & Hq Trps
	Capt

CANO, Alonzo
	10557



	4 Rifle Regt
	Col HERO,

Enrico
	10558



	7 Rifle Regt
	
	10559



	34 Rifle Regt
	Col VAPISTOLA,

Diablo
	10560



	104 M Tk

Regt
	Col DELDRITE,

Senno
	



	4 Mtrcl Bn
	
	10568



	Divisional

Arty
	Francis D

Col BOHNERT,
	10561



	102 L Gun Regt
	
	10562



	Regt.

105 M How
	Col EGOE, Enrico
	10563



	23 L AA Bn
	RICHARDS,

Comdt

Albert.
	10564



	104 Hv

Mort

Bn
	
	



	104 Engr Bn
	Maj NINO,

Pedro
	10566



	104 Sig Bn
	Maj LEFLO, Frank
	10567



	Divisional

Svc

Trps
	Col MONCADA,

Hugo.
	10565





b. History.

Jun 47 Formed to replace original 4th Infantry Division which was converted to 3d Fusilier Division.

Apr 50 Landed in Florida beachhead under XXI Corps.

Jul 51 Jul 52 Engaged defensively in Florida. Returned to Homeland.

Sep 52 Reorganized.



74. 5 Rifle Division

a. Basic Elements.



Army Group South Area ( ?)









	Unit
	Commander
	AFPO No.




	CofS
	• Col DORREZ,

Roberto.
	



	& Hq

Hq

Trps
	
	



	Regt

2 Rifle
	Col GILDON,

Leonard
	



	Regt

39 Rifle
	
	



	41 Riflè'Regt
	
	



	105 Mtrcl

Bn
	PAYTON,

Homer

Maj

(?)
	10988



	Arty

Divisional
	DEHIO,

Gen of

Brig

Dominico
	



	52 L

Regt.

Gun

_
	
	



	10 L

AT

Bn
	
	



	130 Hv

Mort

Bn
	
	



	105 Engr

Bn
	CAPEHART,

Maj

A. E.
	



	Bn.

105 Sig
	DIAZ,

Maj

Pierre
	10990



	Divisional

Trps.

Svc
	
	












	Aug

45
	as

Infantry

the

Division.

Formed

5th




	Dec

45
	to

the

5th

Division.

Converted

Motorized



	Nov

46—May

47
	California

campaign.

Under

I

Corps.



	Nov

49
	to

Rifle

Division.

Converted

5th



	Jun

51
	Units

reported

receiving

intensive

amphibious



	
	training.



	Feb

52
	Reorganized.



	May

53
	Under

Rifle

Corps.

I







75., 6 Rifle Division

a. Basic Elements.









	NAME

CODE
	NUMBER

AFPO
	LOCATION




	SILDO
	10951
	Texas

Area













	Unit
	Commander
	AFPO No.




	Deputy

Comdr
	HEMSALECH,

Pieter

Gen

of

Brig
	



	Hq

& Hq

Trps
	Capt

RODRIGUEZ,

Antonio
	10956



	Regt

13 Rifle

,
	
	10952



	Regt

14 Rifle
	Col MANZONI,

Alex
	10953



	Regt

15 Rifle
	
	10954



	Regt

Tank

6 M
	Col RICERTO,

Gino
	



	Artillery.

Divisional
	
	. 10963



	Regt

13 L

Gun
	VELEZ,

Carlos

Col
	10955



	252 M

Regt

How
	
	10513



	6 L

AT

Bn
	Comdt

HALEVŸ,

Pedro
	10958

'



	106 Engr

Bn
	Maj

WILLIAMS,

Barber

V.
	10964



	Bn

106 Sig
	Tracey.

Maj

DONALDS,
	10965



	Divisional

Trps.

Svc
	
	10962











	the

Infantry.

Formed

as

6th

Division.




	the

to

6th

Converted

Motorized

Division.



	California

campaign.

Under

Corps.

V



	Florida

campaign.

Virtually

destroyed.

' ' '



	6th

under

Redesignated

Division

XXX

Rifle



	Corps.



	Reported

in

Caribbean

area.



	the

Texas

campaign.

Identified

in



	part

as

holding

force

in

Texas

Remained

¡of



	beachhead.



	Reorganized.

;

1







76. 7 Rifle Division

a. Basic Elements. ', :









	NAME

CODE
	AFPO

NUMBER
	LOCATION




	DEKSTRO
	10176
	Area

SE

Asia













	Unit
	Commander
	AFPO No.




	CG
	Paul.

of Div

Gen

GOMEZ,
	



	& Hq

Hq

Trpa
	
	



	Regt

20 Rifle
	Col GULIUS,•Pieter
	10177



	Regt

25 Rifle
	Robert!

Col HANTO,
	



	Regt

27 Rifle
	
	10178



	Regt

Tk

127 M
	GECCL,

Col

Louis
	



	107 Mtrcl

Bn
	
	10286



	Divisional

Arty
	Pietre.

of Brig

XAVIUS,

Gen
	10180



	Regt

115 L

Gun
	
	



	Regt.

118 M

How
	George

HUBBARD,

Col
	



	KA

28 L

Bn
	Comdt

Pasquel.

CAPRA,

_
	



	Bn

107 Hv

Mort
	Coradt

SIMONS,

Wilford,
	



	107 Engr

Bn
	Maj

Rico

VTTULLO,
	10187



	Bn.

107 Sig
	
	10188



	Trps.

Divisional

Svc
	
	10284



	Co

107 Cml

Def
	
	












	History.

b.
	




	Sep

45
	the'7th

Infantry

Formed

as

Division

'from



	
	irregulars

the

Aggressor

uprising.

of



	46—Jan

Dec

47
	Under

California

campaign.

XX

Corps.



	Dec

49
	as

Ordered

to

reorganize

rifle

division.



	Jun

51
	in

Southeast

Asia

Reported

occupation

duty.

on





Jun 51 Jul 52 Reported in Southeast Asia on occupation duty. Combined- amphibious and jungle warfare training.

Feb 54 Reorganized.



77. 8 Fusilier Rifle Division

a. Basic Elements.

ARGENTO 10571 c

A

/ \

€

* t

«









	Unit
	Commander
	AFPO No.




	CG
	Gen of

Div

VALA, Eugene
	



	Deputy

Commander
	Gen of

Brig

HARVIER,

Louis.
	



	CofS
	Col EINAUD,

Francis
	



	16 Fus

Regt

Rifle
	Col GOLA, Umberto
	10573



	Fus

Regt

44

Rifle
	Col ROCCA, Julius la
	10575



	128 Fus

M

Tank

Regt
	Col REBOLTE,

Cincus
	



	108 Fus

Mtrcl

Bn
	Maj BERRAND,

Thomas
	



	Divisional

Arty
	
	10576



	140 Fus

Regt

M

How
	
	10577



	16 Fus

L

AA

Bn
	
	10581



	108 Fus

Engr

Bn
	
	10584



	108 Fus

Sig

Bn
	Maj REGAS,

Pedro.
	10586



	Divisional

Svc

Trps
	
	10579





b. History.

Sep 45 Formed as the 8th Infantry Division by expan sion of the 17th Infantry Regiment.

Nov 46—Apr 47 California campaign. Under XXI Corps, con tinuously engaged.

Sep 49 Reported in Caribbean area as fusilier rifle divi sion.

Jul 51 Division, less the 16th Rifle Regiment, identi fied in Florida. 16th Rifle Regiment believed on Haiti to replace elements of VI Armored

Corps.

Aug 52 Returned to Aggressor Homeland.

Oct 52 Reorganized.



78. 9 Rifle Division

a. Basic Elements.

ABELO 10341 Army Group North Area









	Unit
	Commander
	AFPO No.




	CG
	of Div

Mike

Gen

MEZA,
	



	CofS
	Col ASP,

Arnold

A
	



	Trps

Hq

& Hq
	
	10342



	Regt

19 Rifle
	
	10343



	Regt

26 Rifle
	Col BERTRAND,

Luis
	10344



	Regt

30 Rifle
	Comdt

BLUTEAU,

Rafael
	10345



	Arty

Divisional
	HERBERT,

Nicol.

Gen

of Brig
	



	Regt

Gun

113 L
	Col DISRAELI,

Luis
	10347



	Regt.

157 M

How
	
	10348



	38 L

AT

Bn
	
	10351



	109 Hv

Mort

Bn
	Philo

Comdt

COURLET,
	10350



	109 Engr

Bn
	Capt

APICELLA,

Vincent
	10354



	109 Sig

Bn
	
	10355



	Trps.

Divisional

Svc
	
	10352











	History.

b.













	Sep

45
	as

the

Infantry

Division

from

Formed

9th

vol

unteers.




	Dec

46—47
	XXVIII

reserve

California

campaign.

Corps

unit.



	Nov

49
	Redesignated

9th

Rifle

Division.



	Aug

51
	Puerto

Identified

in

Rico.



	Sep

52
	Aggressor.

elements

Sent

back

to

Replaced

by

Fifth

of

Army.



	52

Oct
	Reorganized.







79. 10 Fusilier Rifle Division









	NAME

CODE
	AFPO

NUMBER
	LOCATION




	MERITO
	10966
	












	Commander
	AFPO No.




	Herman.

Gen

of Div

HARRACA,

Col HARSCOVET,

Manuel
	



	
	10784



	
	10973



	
	10786



	
	Charles

Col DUPHAN,

Unzue

Maj

QUINTANA,

Rinaldo.

Comdt

BASTICO,

Maj

ALLANZ

Sanchez

Maj

CARRUBA,





Sep 45 Dec 46 Aug—Dec 47 Formed as the 10th Motorized Division. California campaign. Under V Corps. Florida campaign. Practically annihilated.

Nov 49 Designated fusilier rifle division for political reasons.

Mar 52 Reorganized.

Aug 52 Reported placed on alert status for possible shipment.



80. 11 Rifle Division

a. Basic Elements.

REPUSI 20921 Texas Area









	Unit
	Commander
	AFPO No.




	CG
	Gen of

Div

JIMS,

James

J
	



	CofS
	Col DECLERC,

Antoine
	



	Trpsj.

Hq

& Hq
	
	20922



	37 Rifle Regt
	Col BREY,

Hans.
	20923



	45 Rifle Regt
	
	20929



	Rifle Regt

70
	
	20924



	Regt.

121 M

Tank
	Col IMPORTO,

Sextus
	



	Ill

Mtrcl

Bn
	Bavely

Maj PARSONS,
	20931



	Divisional

Arty
	Gen of

Brig HERCULES,

Jesse.
	20925



	Gun Regt

fe 130 L
	
	20926



	Regt

How

131 M
	
	20927



	! L

AA Bn
	
	20928



	Bn

111 Hv

Mort
	Comdt ZHITNA,

Josef
	



	Divisional

Svc

Trps
	
	












	Sep

45
	as

Infantry

the

from

Formed

11th

Division

volunteers.




	Nov

49
	Redesignated

11th

Rifle

Division.



	Feb

50
	integrating

Reported

new

personnel.



	Jun

51
	for

preparing

Reported

overseas

movement.



	Aug

51
	area

in

Caribbean

Identified

on

Cuba.



	Feb

52
	front.

engaged

Texas

Heavily

on



	Oct

52
	unit

with

in

Texas

beachhead

XXVII

Defense

Corps.

Rifle



	Mar

53
	Reorganized.







81. 12 Rifle Division

a. Basic Elements.









	NAME

CODE
	AFPO

NUMBER
	LOCATION




	ALDONI
	10281
	East

Army

Area

Group














	Unit
	
	Commander
	AFPO No.




	CG
	
	Brig

RUFINO,

Zacarías.

Gen

of
	



	-

CofS
	
	Col CORREARD,

Jean
	



	Trps.

Hq

& Hq
	
	
	10282



	54 Rifle Regt
	
	
	10207



	02 Rifle Regt
	
	von.

Col ABTE,

Carl
	10206



	Regt

151 Rifle
	
	
	10285



	Arty

Divisional
	
	
	10312



	Regt

Gun

134 L
	
	
	



	Bn

Mort

112 Hv
	
	KIM,

Ha

Comdt

Ching.
	10291



	112 Engr

Bn
	
	
	10293



	112 Sig Bn
	
	Juan

VERDÖS,

Maj
	10294



	Trps.

Divisional

Svc
	
	
	



	History.

b.
	
	
	



	Oct

45
	Formed
	as

Infantry

Division

from

12th
	desert



	
	ers
	of

other

armies.
	



	Dec

46—Jan

47.
	
	XXVI

California

campaign.

Under
	Corps.



	Dec

49
	Under
	XXXII

Corps.

Reorganized

as
	divi

rifle



	
	
	sion.
	



	Mar

50
	Division

was
	minus

the

Regiment,

54th

Rifle

annihilated

in

Caribbean
	which

defense

in



	
	
	took

part

amphibious

March

1950,

in

the

of

vasion

North

Carolina

second.

in
	in

Carolina



	
	
	campaign.
	



	Aug

50
	
	Returned

to

Homeland

and

refitted.

with

XXXII

Corps.
	Believed





Apr 52 Sep 52 Reorganized. Assigned to XXXII Rifle Corps.

82. 13 Rifle Division a. Basic Elements.

CODE NAME AFPO NUMBER LOCATION RAPIDA 21086 St. Lawrence Area









	Unit
	Commander
	AFPO No.




	CG
	Jehan

of Div

ORLIAC,

Gen
	



	42 Rifle Regt
	Jules

Comdt

FANCELLO,
	



	Regt

43 Rifle
	,

Juan

Col HOSTAS,
	



	Regt

47 Rifle
	Walther

Col LAT,
	21087



	113 M

Tank

Regt.
	Col LEBESTA,

George
	



	Bn.'

113 Mtrcl
	SISKIND,

Maj

Max
	21098



	Arty

Divisional

^ _
	
	21092



	Regt

Gun

142 L
	
	21093



	144 M How

Regt
	Col MALAVAI., Francois
	21100



	13 L

AT

Bn
	BENNET,

Element

Comdt
	21094



	13 I,

A A' Bn

^
	Harlan

Maj

BRANDO,
	21095



	113 Hv

Mort

Bn
	
	21091



	113 Engr

Bn
	DUVERNEY,

Joseph

Maj
	21097



	11.3 Sig Bn.
	
	21099



	Trps

Divisional

Svc
	
	21096












	Oct

45
	Infantry

as

the

Formed

13th

Division.




	47—Nov

Sep

49
	Lawrence

area.

Under

XXIV

St.

Corps.



	Dec

49
	to

Withdrew

Nova

Scotia.

Reorganized

as

rifle

division.



	Mar

50
	to

reformed

XIX

Assigned

Corps.



	Dec

51
	in

Lawrence

campaign.

Identified

second

St.



	Aug

52
	for

alerted

return

to

Rumored

possible

Home

land.



	Oct

52
	Reorganized.







83. 14 Fusilier Rifle Division

a. Basic Elements.









	NAME

CODE
	AFPO

NUMBER
	LOCATION




	DEFEKTI
	10191
	Area

Carolina













	Unit
	Commander
	AFPO No.




	CG
	Div

Gen of

HABACHI,

Yarns
	



	CofS
	Col HELO,

Billie
	



	Hq & Hq

Trps
	
	



	Regt

60

Fus

Rifle
	Cecil

Comdt ORMONDE,
	10193



	Regt

114 Fus

M

Tank
	Col GREGORY,

Paul

Victor
	



	.114

Bn.

Fus

Mtrcl
	
	10203



	Divisional

Arty
	Gen of

Brig

BOCAZ, Pablo
	



	120 Fus

Gun Regt

L
	Comdt DONARO,

Miguel.
	10198



	158 Fus

M

How

Regt
	
	10199



	15 Fus

L AT

Bn
	Mfij DEVA,

Medhi
	



	35 Fus

AA Bn

L
	Comdt LOZANO, Vert
	10201



	Fus

Hv

Mort

114

Bn
	Comdt CZERWINSKI,

Weneslaus
	10200



	114 Fus

Engr

Bn
	Maj BALAN,

Saul
	10204



	114 Fus

Sig

Bn
	Maj VESCO,

Andres
	10205



	Divisional

Svc

Trps
	
	












	Oct

45
	Infantry

as

from

irregu

Formed

14th

Division

lar

elements

Aggressor

uprising.

of




	46—Mar

Dec

47
	California

campaign.

Under

XX

Corps.



	Feb—Mar

48
	and

reorganized

Refitted

in

Homeland.



	Jun

48—Jun

49
	for

Experimental

air-transportability.

division



	Jan

50
	under

XI

duty.

Identified

Corps.

Police



	Aug

52
	Sent

Carolina

beachhead

under

XI

to

Rifle

Corps.



	Apr

53
	Reorganized.



	Jun

54
	Fusilier

title.

Awarded







84. 15 Rifle Division

a. Basic Elements.

REGULO 30001









	Unit
	Commander
	AFPO No.




	CG

CofS
	BLYTHE,

Charles

Gen

of Div

V. C.

Col STREIT,

Otto
	



	Trps

Hq

& Hq

414 Rifle Regt
	
	30003

30004



	415 Rifle Regt

416 Rifle Regt
	

Col HENZLER,

William
	30005

30006



	Arty.

Divisional
	Gustav.

OBERHOFER,

Gen

of

Brig
	








	b.
	History.













	Dec

48
	as

Infantry

Division.

Formed

15th




	Oct

49
	designation

Identified

maneuvers

under

new

on

organization.

and



	Dec

49
	Reported

in

Caribbean.



	Jul

51
	of

415th

Regiment

elements

I

Airborne

replaced

forces

as

occupation

in

Corps

Cuba.



	Sep

52
	Aggressor

Reported

in

Homeland.



	Nov

52
	Reorganized.







85. 16 Fusilier Rifle Division

a. Basic Elements.

CODE NAME AFPO NUMBER LOCATION MAJESTO 10461









	Unit
	Commander
	AFPO No.




	CG

CofS

Hq

& Hq

Trps
	Gen

of

Div

ZALESKA,

Velez.

Col VESPUCCI,

Miguel
	10465



	8

Fus

Regt

Rifle
	
	10462



	14 Fus

Regt

Rifle

28 Fus

Regt

Rifle
	Luis

Col DONOSO,
	10463

10464



	Tank

Regt.

u

/i Fus

M

Arty

Divisional
	K

Col SMYTHE,

Girrard

L.
	



	L

Regt

22 Fus

Gun
	Juan

Col GERONIMO,
	10466





b. History.

Oct 45 Formed as the 17th Infantry Division. Nov 46—May 47 California campaign. Under IX Corps.

Jun 47 Nov 49 Sep 51 Aug 52 Returned to Aggressor. Redesignated 4th Fusilier Division in view of excellent combat record. Redesignated 16th Fusilier Rifle Division. Identified in Cuba undergoing intensive training. Believed returned to Homeland. 86. 16 Rifle Division a. Basic Elements.

Reorganized.

DISTRADO Caribbean -( ?)











	Unit
	
	
	Commander
	AFPO No.




	49 Rifle Regt

Regt.

9 M

How
	
	Col FRANCOIS,
	Eugen.
	31632

31636



	History.

b.
	1
	
	
	



	Jul

51
	Located
	in

Caribbean

Corps.
	area

under
	XXXIV

Rifle



	Jun

52
	Alerted
	for

return
	to

Homeland.
	



	Aug

52
	
	Reorganized.
	
	



	87.
	
	8

Rifle
	Division
	



	Basic

a.
	Elements.
	
	
	



	NAME

CODE
	AFPO
	NUMBER
	LOCATION
	





DEMANDI 31700 Army Group East Area









	Unit
	Commander
	AFPO No.



	Regt

172 Rifle

Divisional

Arty.
	1
	11074

31704




	History.

b.
	
	



	Feb

50
	from

Formed

Rifle

172d
	Regiment.



	88.
	9

Rifle
	Division



	Elements.

Basic

a.
	
	



	NAME

CODE
	AFPO

NUMBER
	LOCATION





10366









	Unit
	Commander
	AFPO No.




	CofS
	BOTALDE,

Phillip.

Col
	



	Trps

Hq

& Hq
	
	10367



	40 Rifle Regt
	
	10368



	55 Rifle Regt
	
	



	72 Rifle Regt
	MERNIO,

Manuel.

Col
	10369



	119 Mtrcl

Bn
	Comdt

EZZIANI,

Gino.
	10379



	Arty

Divisional
	
	10371



	Regt

Gun

114 L
	
	10372



	Regt.

196 M

How
	Santo.

Comdt

GONZALES.
	10373



	17 L AT

Bn
	
	



	39 L AA Bn
	
	10376



	Bn

Mort

u /i Hv
	Maj

Mousgas.

APOSTOLOS,
	



	Trps.

Divisional

Svc
	
	10378



	119 Med

Bn
	
	












	Oct

45
	Infantry

from

Formed

as

the

19th

Division

par

ticipants

Aggressor

uprising.

in




	Nov

46—Feb

47
	California

campaign.



	Nov

49
	Redesignated

19th

Rifle

Division.



	Dec

50
	in

Ja

to

Caribbean

theater.

Located

Moved

maica.



	Mar

52
	Believed

unit

during

to

be

reserve,

in

Caribbean

Texas

campaign.



	52

Sep
	Reported

en

route

to

Homeland.



	Nov

52
	Reorganized.







89. 21 Rifle Division

a. Basic Elements.

10927 Southeast Asia Area










	Unit
	Commander
	AFPO No.




	CG
	Div

. Gen

of

HANESSE,

Rolf.
	
	



	Regt

67 Rifle
	
	
	



	151 M

Tank

Regt
	Col TEPPARD,

Lyle
	
	



	121 Mtrcl

Bn
	JURRANDOME,

Maj

Manuel
	10994
	



	Arty

Divisional
	
	
	



	Regt

How

73 M
	FITA,

Juan

Comdt
	
	



	11 L

AT

Bn
	Krontz

Comdt

AAKULA,
	
	



	5 Hv

Mort

Bn
	Comdt

DONDRO,

Ano
	
	



	121 Engr

Bn
	PANAGIATAKTS,

Maj

Palo
	10993
	



	121 Sig Bn
	
	
	



	Divisional

Svc

Trps.
	
	10991
	












	45

Oct
	21st

as

Infantry

Division.

Formed




	May

46
	21st

Redesignated

Motorized

Division.



	Nov

46
	California

campaign.



	Apr

47
	to

with

Transferred

Caribbean

V

Corps.



	Aug—Dec

47
	campaign.

Virtually

Florida

destroyed.



	Mar

48
	reforming

in

Aggressor.

Reported



	Sep

49
	21st

Redesignated

Rifle

Division.



	Jun

50
	duty

Southeast

Occupation

in

Asia.



	Jul

52
	antiguerrilla

activity.

Engaged

in



	Mar

54
	Reorganized.







90. 22 Rifle Division

a. Basic Elements.

CODE NAME

GLOBO

AFPO NUMBER LOCATION

Southeast Asia Area









	Unit
	Commander
	AFPO No.




	CG

CofS.
	Gen of

Div

HELIER,

Joseph.

Col BOTTS,

Clifford
	





b. History.

Dec 49 Formed from volunteers.

Jun 50 Occupation duties Southeast Asia.

Aug 51 Received intensive training in jungle warfare.

Apr 54 Reorganized.



91. 23 Rifle Division

a. Basic Elements.

ABENA 10646









	Unit
	Commander
	AFPO No.




	CG

Hq & Hq

Trps
	Div

REWARD,

Gen of

Hermann.
	10658



	88

Rifle

Regt
	Col BINTZ,

Hans
	10648



	89 Rifle Regt
	Col ALOIS, Carlos
	10649



	90

Rifle

Regt
	Col DECARIUS,

Decius.
	10650



	123 Mtrcl

Bn
	
	10663



	Divisional

Arty
	
	10652



	Regt.

256 M How
	Col COLON, Rafael
	10717



	123 Engr

Bn
	R

Comdt MADDOCK,

Ted
	10655



	123 Sig

Bn
	Yuji

Maj ICHINOMIYA,
	



	Trps.

Divisional

Svc
	
	10664





May 46 Formed as the 23d Infantry Division.

Aug—Oct 46 Converted to light division.

Sep 49 Caribbean area.

Jan 50 Reorganized as 23d Rifle Division.

Jul 51 Identified in third Carolina campaign. Returned to Caribbean in early August.

Mar 52 Reequipped and air transported to reinforce beachhead in Texas invasion.

Sep 52 Returned to the Homeland.



92. 29 Rifle Division

a. Basic Elements.









	NAME

CODE
	AFPO

NUMBER
	LOCATION




	SANCELI
	30350
	Area

Army

Group

South













	Unit
	Commander
	AFPO No.




	CG

& Hq

Hq

Trps_

Regt

239 Rifle

Regt

241 Rifle

Regt.

243 Rifle
	FALKENSTEIN,

Ernest

Gen

of Div
	30354

30351

m

^

30353





b. History.

Déc 49 Erroneously reported formed as 30th Fusilier Rifle Division. Unit formed as 29th Rifle

Division.

Aug 51 Identified under IV Rifle Corps.

May 52 Reported furnishing cadre to train other units in air-transportability.

Jun 52 Reorganized.

Mid-54 Participated in southern expansion.



93. 30 Rifle Division

a. Basic Elements.









	NAME

CODE
	AFPO

NUMBER
	LOCATION




	MELO
	31580
	Florida

Area













	Unit
	Commander
	AFPO No.




	CofS

Hq

& Hq

Trps

Regt

142 Rifle

Regt

('ISA Rifle

Trps

Divisional

Svc
	Col MOYS,

Werner.

Comdt

MOHER,

Freidrich

Col SCHEEL,

Stefen
	31581

31583

31591





Mar 50 Apr 50 Jan 53 Feb 53 456th Rifle Regiment, former component of 34th Rifle Division (110th Motorized Division), identified as division cadre. Under control of XXIII Corps. Located in Florida. Reorganized.



94. 31 Fusilier Rifle Division

a. Basic Elements.

DECIDI 20651 Texas Area

< i

&

€










	Unit
	Commander
	AFPO No.




	CG
	Gen of

Div

FLOQUET,

Robert
	
	



	438

Fus

Rifle

Regt
	Comdt

TOULOUSE, Luis

(?)
	20654
	



	439 Fus

Rifle

Regt
	Col HANOTAUX,

Paul
	
	



	Fus

Rifle Regt

440
	FORQUEVAUX,

Romain.

Comdt
	
	



	Regt

131 Fus

M Tank
	Col LEKITHIN,

Francis
	
	



	131 Fus

Mtrcl

Bn
	Maj VOILAND,

Ferd
	
	



	Divisional

Arty
	Gen of

Brig DUPERRET,

Claude
	
	



	180 Fus

Regt

L Gun
	Col ROUBAUD,

Cecil
	20655
	



	181 Fus

M How

Regt.
	
	20657
	



	205 Fus

Hv

Mort

Bn_
	SORENSEN,

Comdt

Loren
	20658
	



	131 Fus

Engr

Bn
	Maj HAJEK,

Rehor
	
	



	Divisional

Svc

Trps
	
	20662
	












	Nov

46
	as

Infantry

the

Division

from

Formed

105th

partisans.




	Nov

49
	31st

Division.

Reorganized

as

Rifle



	Aug

51
	in

undergoing

train

Located

amphibious

Cuba

ing.



	Mar

52
	Engaged

continuously

in

Texas

campaign.



	Jun

52
	31st

Fusilier

Redesignated

Division

for

Rifle

exceptional

combat

record

in

Texas.



	Jan

53
	Reorganized.







95. 32 Rifle Division

a. Basic Elements.









	NAME

CODE
	AFPO

NUMBER
	LOCATION




	PASI
	20666
	













	Unit
	Commander
	AFPO No.




	:

Cofs

444 Rifle Regt
	Jose.

Col ESCALIER,
	20667



	132 M Tank

Regt

Divisional

Arty
	Col SPEEDY,

Louis-

_
	



	106 L Gun Regt
	
	20686



	37 L AT

Bn
	
	20C4



	127 L AA

Bn

206 Hv

Mort

Bn
	Evar.

Comdt WALSTROM,
	20675



	Divisional

Svc

Trps
	
	20677





Oct 46 Aug—Dec 47 Jan 48 Apr—May 49 Sep 49 Nov 49 Aug 52 Formed as the 106th Infantry Division. Florida campaign. Under V Corps. Caribbean area. Under XV Corps. Carolina campaign. Completely destroyed, except for a div staff. Remnants returned to Aggressor. Reorganized as 32d Rifle Division. Reported en route to St. Lawrence area.

Jul 53 Reorganized.



96. 33 Rifle Division

a. Basic Elements.









	NAME

CODE
	AFPO

NUMBER
	LOCATION




	BALANCI
	20191
	West

Army

Area

Group













	Unit
	Commander
	AFPO No.




	CG

CofS

Hq & Hq

Trps

441 Rifle Regt

:

450 Rifle Regt

451 Rifle Regt

133 Mtrcl Bn
	Gen of Div

PILON,

Henry



Col BRECHET,

Pierre

Capt RUELLAN,

Henry

Col DULBEAU,

Maurice

'

Col BADOUX,

Hugh

Col CASEAUX,

Leon

Comdt de MAUPASANT,

Maurice,
	20192

20193

20202



	Divisional

Arty

98 L Gun Regt_

40 L AT

Bn,

133 Engr Bn,

133 Sig Bn.

Svc

Trps.

Divisional
	Comdt RYTI,

Risto

Comdt PLASTIRIS,

Socrates,
	20205

20195





b. History.

Sep 46 Formed as the 109th Infantry Division.

Dec 46 Converted to motorized division.

Oct 47—Dec 49 Jan 50 St. Lawrence campaign. Under III Corps. To Homeland. Redesignated 33d Rifle Division.

Jun 51 Reported in St. Lawrence area. Nov 51 Identified in second St. Lawrence campaign. Oct 52 Returned to Homeland. Dec 52 Reorganized.



97. 34 Rifle Division

a. Basic Elements.

DIFERENCI 20111 Southeast Asia Area









	Unit
	Commander
	AFPO No.




	CG.
	HATIN,

Robert

of

Brig

Gen
	



	CofS
	Col BERGIER,

Thomas
	



	Regt

108 Rifle
	Col ALFLECK,

David

W
	22305



	Regt

454 Rifle
	Col VOYET,

Fabien
	20113



	Tank

Regt.

134 M
	Col NOLAN,

Floyd
	



	134 Mtrcl

Bn
	BERNIEDEI,

Gilbert.

Maj
	20122



	Divisional

Arty
	
	



	69 L

AT

Bn
	
	20120



	1 Hv

Mort

Bn
	
	



	134 Engr

Bn
	Kazuo

Maj

HISANAGA,
	



	Bn

134 Sig
	Comdt

SIHANOUK,

Siganvand
	



	Trps

Divisional

Svc
	
	20121





b. History.

Dec 46 Formed as the 110th Infantry Division.

Mar 47 Nov 49 Jun 50 Redesignated motorized division. Redesignated 34th Rifle Division. Occupation in Southeast Asia.

Jan 54 Reorganized.



98. 35 Rifle Division

a. Basic Elements.

KLOPODI 20266 St. Lawrence Area









	Unit
	Commander
	AFPO No.




	CG
	Gen of

BADET,

Anatole

Brig
	



	CofS
	Col MATTEZ,

Mario.
	



	Regt

462 Rifle
	Col HOMEN,

Ole
	20268



	Regt.

463 Rifle
	Col RANDOLPH,

Charles.
	20269



	Regt_

464 Rifle
	
	



	Bn

135 Mtrcl
	Fernando

Comdt

DALLACOSTA,
	20277



	Arty

Divisional
	Col BERAUD,

Rene
	20271



	41 L

Bn.

AT
	Juan

Comdt

QUESADA,
	20274



	135 Engr

Bn
	
	20278



	Bn

135 Sig
	
	20279





b. History. Dec 46 Nov 47 Jan 50 Nov 51 Formed as the 115th Motorized Division. St. Lawrence campaign. Under III Corps. Redesignated 35th Rifle Division. Participated in second St. Lawrence campaign.

Sep 52 Alerted for return to Homeland.

Jan 53 Reorganized.



99. 36 Rifle Division

a. Basic Elements.









	NAME

CODE
	AFPO

NUMBER
	LOCATION




	HALTIGI
	20351
	Area

Army

West

Group













	Unit
	Commander
	AFPO No.




	CofS
	Col FREDERIC,

Francis
	



	Hq & Hq

Trps
	
	20352



	465 Rifle Regt_
	Col LISTER,

Lewis

A
	



	467 Rifle Regt_
	
	



	136 Mtrcl

Bn
	Comdt- MARSIGLA,

Luigi
	



	Divisional

Arty
	
	20353



	155 L Gun Regt
	Col RUDRA,

Mario
	



	32 Hv

Mort

Bn
	
	



	136 Sig Bn
	Maj HONKA,

Totica
	












	History.

b.
	




	Jan

47
	Infantry

Formed

as

the

119th

Division.



	Jan

48
	Caribbean

area.

Under

XXX

Corps.



	Feb—Mar

49
	Partially

in

destroyed

Caribbean

defense.



	Sep

49
	returned

to

Redesignated

Rumored

Aggressor.

36th

Rifle

Division.



	Jan

50
	under

XIX

area.

Reported

Lawrence

Corps.

St.



	Nov

51
	St.

Lawrence

campaign.

Second



	Sep

52
	Fourth

to

under

Returned

Homeland

and

placed

Army.

•





Nov 52 Reorganized.



100. 37 Rifle Division

a. Basic Elements.









	NAME

CODE
	AFPO

NUMBER
	LOCATION




	ANKORAU
	31880
	













	Unit
	Commander
	AFPO No.




	CG

- Hq

& Hq

Trps
	Div

Gen of

ADLHOCH,

Ludwig
	



	148 Rifle Regt
	
	31883



	446 Rifle Regt

Divisional

Svc

Trps
	Comdt BUETTNER,

Frederick
	20669

31891





Aug 49 Reported formed.

Jul 51 Moved to Caribbean area.

Apr 52 Sep 52 In Cuba during Texas campaign. En route to Homeland.

Dec 52 Reorganized.



101. 38 Rifle Division

a. Basic Elements.

30458 Army Group South Area









	Unit
	Commander
	AFPO No.




	CofS

Hq

& Hq

Trps
	Col ZILLICH,

Joseph.
	30462



	Divisional

Svc

Trps.
	
	30469





Dec 49

Formed from volunteers.

Jun 51

Reported assigned to XXVI Rifle Corps.

May 52

Reorganized.



102. 39 Rifle Division

a. Basic Elements.

VIPO 30651 St. Lawrence Area









	Unit
	Commander
	AFPO No.




	CG
	Gen of

Div

GRABENHORST,

Joachim.
	



	Cofs
	Col FRENSSEN,

Justus
	



	Hq

& Hq

Trps
	Capt ERDHOFF,

Otto
	30652



	Regt

51 Rifle
	Col GILLHOF,

Albert
	30655



	Regt.

139 M

Tank
	Col POSTIN,

August
	



	139 Mtrcl

Bn
	
	30662



	Divisional

Arty
	
	



	31 L AT

Bn
	
	



	7 L

AA Bn
	Comdt KLAUSING,

Richard.
	30661



	11 Hv

Mort

Bn
	Comdt BILES,

Thomas
	30659



	Bn.

139 Engr
	
	



	Bn.

139 Sig
	
	





Oct 49 Formed principally of volunteers.

Identified in St. Lawrence area.

Reorganized.



103. 40 Fusilier Rifle Division

a. Basic Elements.'' • . . P

KONTUZI 10487 . Army Group North Area,









	Unit
	Commander

•

•
	AFPO No.




	CG'_ i

J:.—

CofS
	Gen of Div

ARLINGTON,

Jason

B.

Col CABALLERO, Diego
	



	Hq & Hq

Trps
	
	



	11 Fus

Rifle Regt
	
	10493



	Rifle Regt

12 Fus
	Col ANGELICA,

Enrico.
	10494



	Mtrcl Bn

140 Fus
	
	



	Divisional

Arty
	
	



	L Gun Regt.

56 Fus
	Col RUIZ,

Pablo
	10496



	Bn

• '16

L

AT

Fus
	
	10498



	Sig

140 Fus

Bn
	
	10505





b. History.

Jul 45 Sep'45—Sep 46

Oct—Dec 46

Original nucleus of Aggressor Armed Forces. Elite Honor Guard for Army High Command.

California campaign. Second Army troops. Returned to Aggressor. Redesignated 7th Fusilier Division.

Nov 49 Jul 51 Jun 52 Redesignated 40th Fusilier Rifle Division. Caribbean area. Returned to Homeland. . . .

Aug 62 , - Reorganized- - , -,



104. 4Ó Rifle Division :

a. Basic Elements .



CODE NAME AFPO NUMBER LOCATION EKZEMPLO 31530 Army Group North Area ( ?)

'









	Unit
	Commander
	• AFPO No.'




	CG

CofS

J
	Gen of Div

John.

HOCHART,

Jaeni;

Col AGUILÖN,

•_
	



	Hq & Hq

Trps::

71 Rifle Regt
	
	. :



	•

Regt

96 Rifle

99 Rifle Regt
	Col ESPINOSA,

Jack.
	10195



	Arty

Divisional

Regt.

3 M How
	Comdt FISCO,

Louis.
	31536





Formed around 96th Rifle Regiment.

Reorganized.



105. 41 Fusilier Rifle Division

a. Basic Elements.

TIMIGI 10811 St. Lawrence Area (??)









	Unit
	Commander
	AFPO No.




	CG
	Div

Gen of

WOILLEZ, Jaurez.
	



	CofS
	Col QUEZADA,

Pedro
	



	Hq

& Hq

Trps
	
	



	Regt

17 Fus

Rifle
	Col RIVERS,

Martin.
	10812



	18 Fus

Regt

Rifle
	
	10813



	21 Fus

Rifle

Regt
	Juan

Col JARDINE,
	10814



	Regt.

141 Fus

M Tank
	Col HODRICK,

Meyer.
	



	Divisional

Arty
	
	



	Bn.

L

35

Fus

AT
	Comdt ROJAS, Leoncio.
	10816



	L

138 Fus

AA Bn
	
	



	141 Fus

Engr

Bn
	
	10824



	141 Fus

Sig

Bn
	
	



	Divisional

Svcs

Trps
	
	



	Cml Def

141 Fus

Co
	
	





b. History.

Jun 45

Originally a unit of the elite party guard.

Nov 46—May 47

California campaign. Under Third Army. Returned to Aggressor. Redesignated 10th Fu silier Division.

Nov 49

Redesignated 41st Fusilier Rifle Division.

St. Lawrence area. (??)

Apr 53

Reorganized.



106. 42 Rifle Division

a. Basic Elements.

PENI 20001 Southeast Asia Area









	Unit
	Commander
	AFPO No.




	CG
	Edward.

of Div

MOTHERLAND,

Gen
	



	Regt

12 Rifle
	LAMBE,

Elwynne

Col
	20003



	Regt

18 Rifle
	F

Col TEWLIS,

Miles
	20004



	Regt

21 Rifle
	BARR,

W

Col

Andrew
	20005



	Regt.

142 M

Tank
	
	



	142 Mtrcl

Bn
	GUTHRIE,

Maj

Robert
	



	Arty

Divisional
	Brie

Franklin.

Gen

of

LESSON.
	



	Gun

Rcgt

4

L
	
	20007



	Regt

197 M

How
	
	20008



	AT

Bn

1 L
	
	



	1 L

AA

Bn
	
	



	Mort

7 Hv

Bn
	Comdt

DUMBLETON,

GladWynne
	20009



	142 Engr

Bn
	Maj

JACQUOT,

Richard
	20014



	142 Sig Bn
	
	



	Svc Tips.

Divisional
	
	












	49

Oct
	forming

with

Began

of

volunteers.

cadre




	Jan

50
	of

entirely

former

Reported

composed

Vichyites.



	Jun

50
	in

Occupation

duties

Southeast

Asia.



	Jun

51
	Training

in

amphibious

maneuvers.







107. 44 Rifle Division




FIRMA









	Unit
	Commander
	AFPO No.




	CG
	of Div

L'EGLISE,

John

Gen

de
	



	Regt.

32

Rifle
	Henri

Col

LAVIGNAC,
	20623



	Regt.

36

Rifle
	Comdt

SEVERAI,

Derrick
	



	Regt.

38 Rifle
	Col

GAULON,

August
	



	144 Mtrcl

Bn.
	LAMBERT,

Paul

Maj
	20632



	Arty.

Divisional
	-

MARTIN,

Charles

Col
	












	Dec

49—Jan

50
	Activated.




	Jun

51
	Caribbean

area.



	52

Mar
	in

Texas

Identified

campaign.



	Apr

52
	Virtually

destroyed

withdrawal.

in



	Jun

52
	Homeland.






108. 51 Rifle Division

a. Basic Elements.









	NAME

CODE
	AFPO

NUMBER
	LOCATION




	FULMO
	10881
	Florida

Area














	Unit
	
	Commander
	AFPO No.




	CG
	
	VERVILLE,

Emanuele

Gen of

Brig
	



	Deputy

Commander
	
	GELICH,

Gen of

Brig

Agostino.
	



	CofS
	
	Col KALINDER,

Angus
	



	Regt

101 Rifle
	
	i

Col TAVARS;

Elman
	10383



	Regt

102 Rifle
	
	Col BORI,

August
	10384



	Regt

103 Rifle
	
	FLENKIN,

Comdt

.Tasco
	10385



	Tank

Regt

51 M
	
	Col PAZZONI,

Rocco
	



	Arty

Divisional
	
	Rickardo.

Brig

BOBADILLA,

Gen of
	10387



	25 L

Regt

Gun
	
	
	10388



	Regt.

How

121 M
	
	Col KINDELAAN,

Josef.
	10389



	8 L

AT

Bn
	
	
	10391



	51 L

AA

Bn
	
	Maj

ANTONESCU,•

Dobri

_
	



	Bn

141 Hv

Mort
	
	
	



	151 Engr

Bn
	
	
	10393



	Bn

151 Sig
	
	Juan.

Maj FUEGO,
	10394



	Trps.

Divisional

Svc
	
	
	10390



	151 Med

Bn
	
	
	



	History.
	
	
	



	b.
	'

'
	'

'

'
	



	Dec

45

'
	Formed
	as

the

51st

Infantry

Division.
	



	Nov

46—Feb

,47
	
	XXVIII

California

campaign.

Under
	Corps.



	Mar—May

47
	
	to

Aggressor

Returned

and'reorganized.*'
	:

i'



	Jun—Jul

47
	'

Ünder

XXVIII

Caribbean

área:

Corps.



	Aug—Oct

47
	Florida
	SeverçJosses.,

campaign.
	^

-,r



	Nov

47—Feb

48
	
	to

Aggressor

for

Returned

reorganization*
	



	48

Mar
	Rejoined
	XXVIII

Corps

in

Cáfibbéah.
	'



	49

Jul

;

•
	One
	the

divisions

to

of

first

be
	reorganized'

as



	
	new
	rifle

type

division.
	;

'

'



	Sep

52
	
	as

in

Florida

replacement

Identified
	division.



	52

109.

Rifle
	Division
	
	



	Basic

Elements.

a.
	
	
	



	NAME

CODE
	AFPO
	NUMBER

LOCATION
	J.



	SEGI
	21101
	Army

North

Group
	Area

,



	Unit
	
	Conimander
	AFPO No.



	CG
	
	Gen of

Div

RANDOUX,

,

Adam
	



	CofS
	
	Col AUSTIN,

Houston

F.

W
	



	& Hq

Trps

Hq
	
	Ian,

Capt

LEVESCU,
	21115



	Regt

104 Rifle
	
	
	21102



	Regt

113 Rifle
	
	
	/

-i •• 1

'



	Regti.

114 Rifle
	
	
	22308



	Tank

Regt.

52

M
	
	Col NISIR,

Guill
	nil'



	152 Mtrcl

Bn
	
	Philbert.

Maj COLLIER,
	' •



	Arty

Divisional
	
	
	21111



	Regt.

171 M

How
	
	
	'



	
	
	
	21107





Comdt AUGUSTINSKI, Leoó Maj O'KELLY, NialL I Maj ANTOIJOV,-Vasili Pavlovitch.

21107 21109 .¿l1Í0 v 21108

36 L AT Bn 144 L AA BnJ 152 Hv Mort Bn.. Divisional Svc Trps.

b. History.- . Nov 45, ; -, Nov—Dec 46 Feb 47 Aug 49 Jul 52 Aug 52 Formed as the 52d 'Infantry Division. California campaign. Under XXXII Corps. Returned to Aggressor and reorganized. Redesignated 52d Rifle Division. . .. .< Under control of Fifth Rifle Army. . . Reorganized. /. *' • . •».'. .. :



HO. -58' Rifle - Division

a. Basic Elements.

CODE'NAME AFPO NUMBER LOCATION.

MIKSI 11071 Army Group South Area b. History.

Feb 46 Formed as the 58th, Motorized Division from partisans and youth movement members.

Jan 48—Oct 49 Caribbean area. Under VI Corps.

Nov 49 Returned to Aggressor. Redesignated 58th

. Rifle Division. •

Jun 51 - Identified under IV Rifle Corps.

Oct' 52 Reorganized.:

( ^ , ; Apr—Nov 54 Part of southern liberation armies.. • .•



111. 59 Rifle Division

à. Basic Elements.

CODE NAME AFPO NUMBER LOCATION 21000

b. History: - •

Mar 50 .. ' /i * * • 4ÿ^-. Formed from former mémbers of the,'Vichy ''Army.' 1 -' 1 •' '•

Sep 52 St. Lawrence area. Under III Corps.

Nov 51 Identified in second St. Lawrence campaign.

Sep 52 Returned to Homeland.



112. 60 Rifle Division

a. Basic Elements.

11426 Army Group West Area









	Unit
	Commander
	AFPO No.




	Regt.

119 Rifle
	
	11430





b. History.

Formed from elements of 60th Motorized

Division.

Sep 52

Identified under XXVI Rifle Corps.

Reorganized.



113. 61 Rifle Division

a. Basic Elements.

PRECIZA 10622









	Unit
	Commander
	AFPO No.




	CG
	Gen of

Div

LLYONS,

Claude.
	



	CofS
	Col SEBADTEN,

Jose
	



	Regt

310 Rifle
	Comdt LANDON,

Alvin
	10624



	Regt

312 Rifle
	Col MORIXE,

Ano
	10626



	Regt

161 M

Tank
	Col RUPE,

Marvin
	



	Divisional

Arty
	
	10627



	161 Engr

Bn
	Pietro

Maj UNGRO,
	10635



	161 Sig

Bn
	Maj SECHER,

Skytte.
	10636



	Divisional

Svo

Trps.
	Col BASQUEZ,

Carlos
	





Jun 46 Formed as the 61st Light Division.

Jan 47 California campaign. Under XXXII Corps.

Feb—Apr 47 Caribbean area.

May 47 Sept 49 Returned to Aggressor. Redesignated rifle division.

Mar 50 Unlocated. Believed assigned to new corps.

Jun 52 Reorganized.

Aug 52 Embarked for unknown overseas assignment.



114. 62 Rifle Division

a. Basic Elements.

ORDONI 20436 Texas Area









	Unit
	Commander
	AFPO No.




	CG
	Brig

ROBLES,

Gen

of

Clovis

_
	



	CofS

Hq

& Hq

Trps_

Regt.

315 Rifle
	CACHIN,

Col

Charles
	20440



	Regt.

316 Rifle
	Jean.

Col GABOILIE,
	





b. History.

Jun 46

Formed as the 62d Light Division by expansion of the 314th and 315th Infantry

Regiments.

Nov 49

Reorganized as rifle division.

Jul 51

Reported under XXX Rifle<.Corps in Caribbean area.

Fought well in Texas campaign.

Reorganized.



115. 64 Rifle Division

a. Basic Elements.

SILENTA 20711 Army Group East Area









	Unit
	Commander
	AFPO No.




	CofS
	Col GRANPIERRE,

Louis.
	



	Regt

322 Rifle
	
	20715



	Regt

324 Rifle
	KYLE,

Comdt

Lyle
	20717



	Arty

Divisional
	
	



	92 L

Regt.

Gun
	
	20713



	164 Sig Bn
	
	20724





b. History.

Formed as the 64th Light Division.

Nov 49

Reorganized as rifle division.

Indentified under XXIV Rifle Corps.

Nov 52

Reorganized.



116. 65 Rifle Division

a. Basic Elements.

ESKER Army Group East Area









	Unit
	Commander-
	AFPO No.




	81 Rifle

Regfc

Divisional

ArtyJ
	Col PELTIER,

Blaise

Gen of

Edmund.

Brig ORLAND,
	10194



	Bn.

44 Hv

Mort
	Comdt PENZES,

Pal
	31737












	Jan

50
	from

Nazi

Formed

Dutch

volunteers.



	Feb

50
	XXXII

Under

Corps,

amphibious

landing

in



	
	Florida.



	Jul

51
	Participated

third

in

Carolina

campaign.



	Sep

51
	to

Florida.

Withdrew



	Jul

52
	to

Returned

Homeland.



	Dec

52
	Reorganized.







117: 66 Rifle Division

a. Basic Elements. .

CODE NAME , . AFPO- NUMBER LOCATION

PROGRESI 21331 St. Lawrence Area

. . i









	Unit
	Commander
	AFPO No!




	CG

CofS

Regt.

355 Rifle
	Gen of

Div

BOYD,

William.

Col SARDI,

Allesandro.'
	21333



	66 M Tank

Regt.

Divisional

Arty

1
	Comdt ROBORD,

James
	



	Bn.

L

AT

94

147 L

AA
	
	



	Bn.

166'Engr

Bn

Bn
	Maj ESSER
	21344



	166 Sig
	
	












	Aug

46
	as

the

66th

Light

Division.

Formed




	Jan

48—Sep

49
	Under

XV

Caribbean

area.

Corps.



	May—Jun

48
	Tennessee-Kentucky

campaign.



	Oct

49
	to

Aggressor.

Returned



	Nov

49
	as

rifle

Reorganized

division.



	Sep

52
	unit

of

Ninth

Army

Réplaced

St.

Lawrence

in



	
	area.



	Dec

52
	Reorganized.







118. 67 Rifle Division

a. Basic Elements.











	NAME

CODE
	AFPO
	NUMBER
	LOCATION
	




	MANTELO
	21316
	'
	' Army

Group
	East

Area













	Unit
	Commander
	AFPO No.




	



CG
	of.Div

BACK,

Claude.

, Gen
	



	Arty

Divisional

Regt

217 M How

146 L

ÁÁ

Bn
	GUIDICE,

Col

.Angelo
	21323

21326



	Bn

167 Engr
	Paul

BERÑEDÉ,

Maj
	21329



	167 Sig

Bn

Trps.

Divisional

Svc
	Kenneth

Col KLINE,
	21328












	Nov

46
	Light

Division.

Formed

as

the

67th




	Aug

49
	rifle

Redesignated

division



	Jun

51
	XXII

Rifle

Under

Corps.



	Sep

52
	Reorganized.







119. 71 Rifle Division

a. Basic Elements.










	NAME

CODE

ELEKTITA
	AFPO

NUMBER

21301
	LOCATION

Army

Group
	East

Area



	Unit
	
	Commander
	'AFPO No.




	CG_:

CofS.
	BABIN,

.Gen

of

Div

Col IMPEREALI,
	Victor.

Angelo
	














	Nov

46
	
	
	71st

Infantry

Formed

as

Division.




	Mar

47-
	
	•
	light

division.'

' Converted

to



	Nov

49
	'
	
	rifle

Redesignated

division.



	Oct

50
	
	
	VIII

Transferred

to

Sixth

Army.

Corps,



	Jan

53
	
	;
	Reorganized.







120. 80 Rifle Division

a. Basic Elements. •









	NAME

CODE
	AFPO

NUMBER
	LOCATION




	VENKI
	30426
	













	Unit
	Commander
	AFPO No.




	CofS
	Adolf

Col LUDWIG,
	



	Regt

164 Rifle
	Col RODMAN,

Charles.
	30428



	Regt

175 Rifle
	
	30429



	Arty

Divisional
	
	



	80 L

Bn

AT
	Farreed.

Maj

Mian

NOON,
	30437



	AA Bn

18 L
	Comdt

LESTER,

Marvin.
	30436



	180 Engr

Bn
	Fritz

BARN,

Maj
	30440



	180 Sig Bn
	Pearl'

Maj

COMER,
	• 30434



	Trps.

Divisional

Svc
	
	





Apr 46 Sep 47 Jan—Feb 50 Jun 51 Nov 51 Oct 52 Mar 53 Formed as the 80th Infantry Division. St. Lawrence area. Under XXV'Corps. Returned to Aggressor. Identified in Quebec as 80th Rifle Division, XXV Rifle Corps. Second St. Lawrence campaign. Returned to Hpmeland. Reorganized.



121. 83 Rifle Division

a. Basic Elements.

PAFI 30991 Texas Area









	Unit
	Commander
	AFPO No.




	CG

Rifle Regt.

200
	Gen of

Brig VOGEL, John

VILLRATH,

Comdt

Ruhiger
	



	Regt.

204

Rifle

Regt.

206 Rifle

Bn

183 Mtrcl
	Comdt

SCHWEITZER,

Armand.

Maj VOLIRATH,

MichaU
	30994

31003








	b.
	History.













	May

46
	Infantry

from

Formed

volunteers

as

83d

Division.




	Jun

49
	Hawaiian

campaign.

Under

XIX

Corps.



	Sep

49
	Reported

outlying

islands

of

Hawaiian

on

Archipelago.



	Oct

49
	during

counterinva

Suffered

heavy

losses

US

Elements

RCT

escaped.

sion.

size



	Jan

50
	Remaining

elements

identified

in

Alaskan

Campaign.



	Feb

50
	reorganized

as

Reported

Division.

83d

Rifle



	Aug

51
	in

Caribbean

area.

Identified



	Mar

52
	the

Engaged

in

Texas

campaign.



	Jan

53
	Reorganized.







122. 85 Rifle Division

a. Basic Elements.

CODE NAME AFPO NUMBER LOCATION RADIO 31006 Army Group West Area (?)









	Unit
	Commander
	AFPO No.




	CG.
	REINHARDT,

Div

Harold

Gen

of
	



	CofS
	T

TRAIL,

Jerome

Col
	



	Trps

Hq

& Hq
	
	31015



	Regt

58 Rifle
	LOHR,

Col

Wilhelm
	31007



	Regt.

116 Rifle
	
	31008



	Regt.

174 Rifle
	EISENSTADT,

Col

Adolf
	31009



	Bn.

185 Mtrcl
	Comdt

WINCKLER,

Theodore
	31018



	Arty

Divisional
	
	31013



	Regt

53 L

Gun
	GUTENBERGER,

Bennet

Col
	31012



	213 M

How

Regt.
	
	31021



	70 L

Bn

AT
	Comdt

FIDDLER,

March
	31019



	24 L

AA Bn
	Philip

Comdt

PLANCK,
	



	Trps

Divisional

Svc
	
	31017





May 46 Formed as 85th Infantry Division from 116th Infantry Regiment.

Jun—Jul 47 Caribbean area.

Aug—Dec 47 Florida campaign. Under XXVIII Corps.

Jan 48 Returned to Aggressor.

Feb 48 Converted to Motorized type, VI Armored

Corps.

Sep 49 Redesignated 85th Rifle Division.

Sep 52 Defensive preparations on Mediterranean

Islands. .

Apr 53 Reorganized.



123. 86 Rifle Division

a. Basic Elements.









	NAME

CODE
	AFPO

NUMBER
	LOCATION




	AKCIPITRO
	21350
	Texas

Area













	Unit
	Commander
	AFPO No.




	CG

CofS
	Eugene.

of Div

FAROCHON,

Gen

MAURICE,

Pierre

Col
	



	Regt

176 Rifle
	Col

ROACH,

Donald
	21352



	Regt

121 Rifle

Arty

Divisional
	HIPPOL,

Comdt

Emil

Gen

Brig

BAULIEU,

Jules

of
	22310



	Regt.

170 M

How

Svc Trps.

Divisional
	
	21361













	History.

b.
	
	




	Jun

46
	the

Infantry

Division

Formed

as

86th
	from



	
	volunteers.
	



	Nov

49
	rifle

Redesignated

as

division.
	



	Feb

52
	XXVII

Identified

in

Texas

campaign,
	Rifle





Corps.

Feb 53 Reorganized.



124. 87 Rifle Division

a. Basic Elements.

DENUNCI









	Unit
	Commander
	AFPO No.




	CG
	Div

Gen of

BOGULLON,

Toledo
	



	CofS
	Elwood

Col NORA,
	



	Regt

186 Rifle
	

Col STOICESCO,

Pedro
	10052



	Regt

199 Rifle
	Col DIENA,

Dean

".
	10053



	89 M Tank

Regt.
	Col STILLWELL,

C. Custer
	



	Divisional

Arty
	
	



	Regt

16 L Gun
	
	



	14 L AT

Bn
	M. Bogdanovich

Maj OKTYARBSKI,
	



	187 Sig Bn
	
	10060












	46

~"üun
	Infantry

as

the

87th

Division.

Formed




	Jul

46
	type

Converted

motorized

division.

to



	46

Oct
	secure

Panama

Helped

Canal.



	Jan

47
	California

campaign.

Under

II

Corps.



	Apr

47
	Aggressor.

Returned

to



	Jun

48
	Aggressor.

Returned

to



	Sep

49
	Caribbean

area.



	Jan

50
	rifle

as

division.

Reorganized



	Apr

50
	Identified

Florida

campaign.

in

second



	Jul

51
	Rifle

Regiment

units

AirT

186th

relieved

of

I



	
	force

occupation

in

borne

Corps

Cuba.



	Sep

52
	in

the

Located

Homeland.



	May

53
	Reorganized.







125. 90 Rifle Division

a. Basic Elements.

21121 Army Group East Area









	Unit
	Commander
	AFPO No.




	Regt

401 Rifle

190 Mtrcl

Bn
	
	21123



	Divisional

Arty

Gun Regt

161 L
	
	21126



	Regt.

164 M

How
	
	21127





Aug 46 Feb 47 Jun 49 Jun 51 Formed as 90th Motorized Division. Reorganized as standard infantry division. Hawaiian campaign, XIX Corps. Reorganized under XXIV Rifle Corps.



126. 91 Rifle Division

o.: Basic Elements.

VOLVI 20017 Army Group West Area









	Unit
	Commander
	AFPO No.




	CofS
	John.

Col MOGRET,
	



	403 Rifle Regt
	Col REVOIE,

Pierre.
	20018



	404 Rifle Regt
	Col BLOOM, Julius
	20019



	405 Rifle Regt
	
	20020



	191 Mtrcl Bn
	SUPERVIE,

Comdt

Gervais
	20031



	Divisional

Arty
	Gen of

Brig DAIREAUX,

Eugene.
	



	Gun Regt

148 L
	Col MANDELOT,

Michell
	20023



	Regt.

149 M How
	
	20024



	91 L

AT

Bn
	HRADECKY,

Ladislav.

Comdt
	20028



	191 Hv

Bn

Mort
	
	20025



	191 Engr Bn
	Maj XIMINES,

Louis.
	20032





5. History.








	Aug

46
	Infantry

as

the

Formed

91st

Division.




	Sep

47
	Lawrence

area.

Under

XXIV

Corps.

St.



	Jan

50
	rifle

Identified

as

reorganized

division.



	Mar

50
	as

191st

Recon

identified

motorcycle

Co

battalion.



	Jul

51
	in

area,

XIX

Identified

Corps.

Quebec

Rifle



	Nov

51
	In

Lawrence

campaign.

second

St.



	Jan

53
	Reorganized.







127. 94 Rifle Division

a. Basic Elements.

AZOTO 31200









	Unit
	Commander
	AFPO No.




	Hq

& Hq

Trps

i

94 Rifle Regt

_

97 Rifle Regt
	Capt MADELUNG,

Smilo.

Oswald

Col JAHNKES,

Col SPATH,

Hartwig
	31201

31202

31204



	194 Mtrcl

Bn

Trps.

Divisional

Svc
	Col WULF,

Emmerson
	31212





Dec 49 Mar 50 Formed from young World War II veterans of SS units. Identified in Caribbean area.

Mar 52 Committed early in the Texas campaign.

Jul 52 Troops embarking for Homeland.

Sep 53 Reorganized. (?)



128. 95 Rifle Division

a. Basic Elements.

BARAKTI 30845 Army Group East Area









	Unit
	Commander
	AFPO No.




	CG

Regt

213 Rifle
	UNRUX,

of

Div

William.

Gen

Col FRESSNER,

John
	30848



	Divisional

Arty

18 Hv

Mort

Bn

195 Engr

Bn
	Comdt

KRYEZIU,

Xafer
	30861

30852



	Trps.

Divisional

Svc
	Col KOCJIK,

Heinrich
	30849





b. History.

Feb—Jul 49 Formed as 95th Motorized Division for

Hawaiian campaign; never identified there.

Nov 49 Reported designation of rifle division.

Jul 51 Under XXIV Rifle Corps.

Jul 53 Reorganized.



129. 96 Rifle Division

a. Basic Elements.

DRONI 10731 St. Lawrence Area









	Unit
	Commander
	AFPO No.




	CG
	Gen

Div

SCIOBERET,

Jesse

of
	



	Deputy

Commander.
	FERNANDEZ,

Terra

Gen

of

Brig
	



	CofS
	D

TAGLE,

Billy

Col
	



	Regt

420 Rifle
	MELVILLIE,

Anthony

Col
	10742



	Regt

421 Rifle
	Col MICANEL,

Manny
	10743



	Regt

422 Rifle
	
	10744



	Tank

200 M

Regt
	Pathan.

RAU,

Chandra

Col
	



	Arty

Divisional
	
	



	84 L

Gun

Regt
	Col PETTINGER,

LeNace.
	10746



	Regt

210 M

How
	
	10733



	68 L

AT

Bn
	
	10749



	17 L

AA Bn
	FEEHAN,

Peadar

Maj
	



	17 Hv

Mort

Bn
	Comdt

Yakov.

ROSENTHAL,

Lev
	



	196 Engr

Bn
	Juan

Maj

ERGOS,
	10754



	Trps

Divisional

Svc
	Comdt

SUPPLY,

Christus
	10750





May 46 Formed as the 96th Infantry Division.

Oct 46 Converted to motorized division.

Jan—Jun 47 Caribbean area. Under XXX Corps.

Jul 47 Nov 49 Jul 52 Returned to Aggressor. Redesignated rifle division. Arrived in St. Lawrence area.

Oct 53 Reorganized.




Section V. MOUNTAIN DIVISIONS


130. 18 Fusilier Mountain Rifle Division

a. Basic Elements.

CODE NAME AFPO NUMBER LOCATION PACIENCO 20936









	Unit
	Commander
	AFPO No.




	CG
	Leon

Div

Gen

of

GELOSO,
	



	Deputy

Commander
	Shiki.

Gen

of

Brig

HARADA,
	



	Hq

& Hq

Trpa
	
	20948



	Mtn

Regt

88 Fua

Rifle
	Col MARION,

Henry-Francis.
	20937



	Mtn

92 Fua

Regt

Rifle

Mtn

Regt

98 Fua

Rifle
	Lucien.

Col LAMBERT,
	20938



	Arty

Diviaional
	
	



	Gun

145 Fua

L

Regt
	
	20941



	LAT

71 Fua

Bn
	TOUCHET,

Maj

Luen
	20944



	Mort

Regt

202 Fua

M
	
	



	Sig Bn

118 Fua
	Pierre.

TOUCHETTE,

Maj
	



	Trpa

Diviaional

Svc
	
	



	Transport

118 Fua

Mixed
	
	



	Regt
	
	





6. History.

Oct 45 Sep 47 Oct 47 Nov 49 Apr 50 Jul 51 Sep 52 Nov 52 Formed as the 18th Infantry Division. Florida campaign, outstanding unit. Converted to the 8th Fusilier Division. Redesignated 18th Fusilier Rifle Division. Identified in second Florida campaign. Assigned to X Rifle Corps. Caribbean area. En route to Aggressor Homeland. Reorganized and redesignated as 18th Fusilier

Mountain Division.



131. 54 Mountain Division

a. Basic Elements.

ARANEO 20411 Army Group South Area









	Unit
	Commander
	AFPO No.




	CG
	Gen of

Div

John.

SALGAD,
	



	Regt

110 Mtn

Rifle
	Col MICHELL,

Alfred
	20413



	Regt

111 Mtn

Rifle
	
	• 20414



	54

M

Tk

Regt
	
	



	Sq

154 Cav

Recon
	
	



	Divisional

Arty
	Gen'of

Brig QUERARD,

Jean.
	20416'



	AT

54 L

Bn
	
	20420



	54

L

Bn

AA
	
	



	Regt.

154 M Mort
	
	



	154 Engr Bn
	
	20424



	154 Sig

Bn
	MOQUIN,

Anatole

Maj
	20425



	Trps.

Divisional

Svc
	
	



	Co

154 Cml Def
	
	












	Nov

45

Sep

47—Jan

48
	as

the

Infantry

Division.

Reported

formed

54th

XXXV

St.

Lawrence

area.

Under

Corps.




	Dec

48—Dec

49
	to

Fought

withdrawal

from

Ontario

Lake

Gulf

St.

Lawrence.

of



	Mar

50
	Rifle

Reorganized

as

54th

Division

in

Homeland.



	Jul

51
	Identified

Quebec

area.

in



	Nov

51
	Rifle

XXV

St.

Lawrence

Corps.

Second.

campaign.



	52

Oct
	Elements

lost

while

returning

to

reported

Homeland.



	Dec

52
	Reorganized

as

54th

Mountain

Division.



	Jun

54
	Identified

southern

liberation

campaign.

in







132. 63 Mountain Division











	NAME

CODE

HAVI
	AFPO

20051
	NUMBER
	LOCATION

Army

Group
	East

Area.




	Unit
	
	
	Commander
	AFPO No.



	CG

CofS

319 Mtn

Rifle

Regt

320 Mtn

Rifle Regt
	Gen

Col

Col
	of

Brig NEUTVTLLE,

LELIVER,

ILDPHONSE,
	Pierre.

Louis

Robert
	20053

20056



	Divisional

Svc

Trps

163 Mixed

Transport
	Regt.
	
	
	












	Jun

46
	Light

Formed

as

the

Division.

63d




	Nov

49
	Redesignated

rifle

division.





Jul 51 Under XXXVI Rifle Corps, Eighth Army. Oct 52 Reorganized as 63d Mountain Division.



133. 73 Mountain Division

a. Basic Elements:. . : ' . .

CODE NAME AFPO NUMBER LOCATION DEKRETO 31600 Army Group East Area

. ' . ' . * , & gt; ' *









	Unit
	Commander
	AFPO No.




	& Hq

Tips

Hq

Regt.

166 Mtn

Rifle
	FRANTZ,

Capt

Curtis V.

Robert

Col RUGGER,
	31601

11088

31604



	Arty

Divisional

Regt

40 M Mort

Trps.

Divisional

Svc
	
	31611





Jul 49

Formed as 73d Rifle Division with 165th

Jul 51

Rifle Regiment as cadre. Assigned to XXXVI Rifle Corps.

Feb 53

Reorganized and redesignated 73d Mountain

Division.



134. 92 Mountain Division

a. Basic Elements.

Army Group South Area









	Unit
	Commander
	AFPO No.




	Regt

105 Mtn

Rifle
	
	21103



	Regt.

139 Mtn

Rifle
	
	32002



	Sq

192 Cav

Recon
	Maj TILLER,

Max.
	32010












	Jan

50
	Formed

as

Rifle

around

Division

105th

92d

Infantry

Infantry

Regiment

of

Division.

52d




	Jul

51
	Located

in

area,

XXXV

Quebec

Rifle

Corps.



	Nov

51
	St.

Lawrence

campaign.



	Sep

52
	at

Embarked

route

to

en

Quebec.

Believed

Homeland.



	May

53
	Reorganized

as

Mountain

Division.



	Jul

54
	Participated

southern

liberation

campaign.

in








Section VI. AIRBORNE DIVISIONS


135. 9 Airborne Division

a. Basic Elements.

SANA 11851

CODE NAME AFPO NUMBER

LOCATION Army Group South Area









	Unit
	Commander
	AFPO No.




	CG
	Livs

Gen of Brig

MORALEY,
	



	CofS
	Col HAGINI,

Pietro
	



	18 Abn

Brig
	Pablo.

Gen of

Brig

CERVERA,
	11852



	36 Abn

Rifle

Bn
	Raymond

Comdt

MOSSE,
	11854



	37 Abn

Rifle

Bn
	
	11855



	Abn

Bn

38

Rifle
	
	



	Mtrcl

18 Abn

Co
	REGULAR,

Capt

Alfred
	11826



	Arty

Brig
	
	



	Btry

920

Abn

How
	Johnathan.

Capt

MORLAND,
	11836



	18 Abn

AT

Co
	
	



	Co—

AA MG

36 Abn
	
	11822



	Btry

Mort

918 Abn
	
	



	Engr

18 Abn

Co
	
	



	:

18 Abn
	
	



	Sig

Co

Trps

Brig
	
	



	Svc

Mtr

Trans
	
	



	18 Abn

Co
	
	



	19 Abn

Brig
	HERMIA,

Jose.

Gen of

Brig
	11853



	121 Abn

Rifle

Bn
	
	



	125 Abn

Bn

Rifle
	John

Comdt

ESQUAL,
	11857



	131 Abn

Rifle

Bn_
	
	



	Mtrcl

19 Abn

Co
	
	



	Arty

Brig
	
	



	Btry

921 Abn

How
	Capt

Nick.

SALGRADE,
	11860



	19 Abn

AT

Co
	
	



	Abn

MG

Co

38

AA
	
	



	Mort

Btry

19 Abn
	
	11831



	Engr

19 Abn

Co
	
	11833



	19 Abn

Sig Co
	
	



	Trps

Brig

Svc
	
	



	919 Abn

Med

Co
	
	



	100 Abn

Brig

_
	
	



	R

39 Abn

Bn
	
	



	R

133 Abn

Bn
	
	



	Car

53 Abn

Armd

Bn
	
	11863



	Divisional

Arty
	
	



	Regt

909 Abn

Gun

_
	PERON,

Comdt

Domingo
	11835



	Trps

Divisional

Svc
	
	



	9 Abn

Med

Bn
	Raymond.

Comdt

VISCOMB,
	11865





b. History.

Late 45 Feb 46 May 47

Formed as the 17th Infantry Division. Redesignated 5th Fusilier Division. Reorganized as 9th Airborne Division.








	46—Apr

Dec

47
	California

campaign.

Under

I

Airborne

Corps.




	May—Jun

47
	to

Aggressor.

Returned



	Nov

49
	for

Training

Airborne

Center.

Cadre



	Feb

50
	Florida

campaign.

Second



	Jun

51
	Under

Airborne

Corps.

I



	Aug

51
	third

campaign.

Identified

in

Carolina



	Jun

52
	division

Replaced

by

unknown

airborne

and

re



	
	for

turned

to

Homeland

reorganisation.



	Jun

54
	Participated

in

Southern

Liberation

Campaign.







136. 15 Airborne Division

b. History.









	NAME

CODE
	AFPO

NUMBER
	LOCATION




	GALO
	11256
	Army

West

Area

Group













	Unit
	Commander
	AFPO No.




	CG
	Gen of Div

RIVERA,

Luis
	



	CofS
	Col PALOMAS,

Felipe
	



	29 Abn Brig
	Robert.

Gen of Brig HARGREAVES,
	11281



	168 Abn Rifle Bn
	
	11269



	169 Abn Rifle Bn
	
	11282



	29 Abn

Mtrcl Co
	
	11289



	Brig Arty
	
	



	934 Abn How

Btry
	
	11285



	29 Abn Engr

Co
	CRAUCH,

Capt

Richard
	11290



	31 Abn Brig
	Gen of Brig TRULLO,

Manuel _
	11267



	Bn

188 Abn Rifle
	
	11270



	190 Abn Rifle Bn
	Otto.

Comdt

KOENIG,
	11278



	103 Abn Brig
	
	



	171 Abn R

Bn
	
	



	191 Abn R

Bn
	
	



	57 Abn Armd Car Bn_
	
	11286



	Divisional

Arty
	
	



	Regt

950 Abn Gun
	
	11275



	Divisional

Svc

Trps
	
	



	15 Abn MT

Bn
	ENSEN,

Comdt

Skipper.
	11280












	Nov

45
	Infantry

Division.

Formed

as

the

50th




	May

46
	to

airborne

redesignated

Air

Converted

and

15



	
	Division.

borne



	Dec

46—Apr

47
	California

campaign.

Under

Airborne

I

Corps.



	May—Jun

47
	area.

Caribbean



	May—Jun

48
	Brigade

in

Tennessee-Kentucky

campaign.

29th



	Feb

49
	VI

Transferred

to

Corps.



	Apr

49
	31st

Brigade

in

campaign.

Carolina












	49

Oct
	Aggressor

for

Remnants

returned

to

reorgani

zation.




	Jan

50
	acting

for

Reported

as

cadre

air-transportable

school.



	Jun

52
	Reorganized.



	52

Oct
	Under

Airborne

Corps.

I







137. 27 Airborne Division

a. Basic Elements.

BLEKI 21185









	Commander
	AFPO No.




	
	21186
	



	
	21187
	



	
	21188
	



	
	21189
	



	
	21193
	



	
	21199
	



	
	21201
	



	
	21203
	



	
	21205
	



	
	21214
	



	Comdt

ADRIAN,

Bernard.
	21190
	



	
	of

Div

de

LAVIGNY,

Guillaume

Gen

Col OLIVER,

John

Charles

of

Gen

Brig

MANSON,

George

DRISLER,

Jack

T

Comdt

LAFITTE,

Comdt

Maurice

GRENIER,

Comdt

Roger

of

Brig

de

BESSE,

Henri

Gen

Comdt

DARCY,

Bilbert

Comdt

RIBEAUD,

S. Jackson

Capt

ST

CLAIR,

Jules

Francis

Comdt

DUVAL,

Comdt

WOTT,

Albert

Comdt

ARNOLD,

Edward
	





b. History.

Sep 47 Formed from Vichy paratroop veterans.

Apr 48—May 50 Under V Airborne Corps.

Jul 51 Identified in Caribbean area. Reserve for third

Carolina campaign.

Sep 51 Airborne landing in Texas invasion.

Jun 52 Replaced by 66th Airborne Division. Returned to the Homeland for reorganization.



138. 28 Airborne Division

a. Basic Elements.

CAPELO 11291 Army Group West Area









	Unit
	Commander
	AFPO No.




	CG
	Gen

of

Div

MAURI,

Rodricke
	



	CofS
	Eduardo

Col FOSSA,
	



	27 Abn

Brig
	
	11292



	Bn.

45 Abn

Rifle
	
	11305



	Bn.

46 Abn

Rifle
	
	



	Bn.

47 Abn

Rifle
	
	



	Mtrcl

27 Abn

Co
	
	



	Art'r



Bri*
	
	



	27 Abn

AT

Co.
	
	



	28 Abn Brig
	Esteban

of Brig

QUEVEDO,

Gen
	11295



	141 Abn

Rifle

Bn
	Comdt

Donald

CANOVA,
	11296



	142 Abn

Bn

Rifle
	Manny

Comdt

CAMPOSKY,
	11297



	143 Abn

Rifle

Bn
	Comdt

ZORIL,

Yulbi
	11298



	Mtrcl

28 Abn

Co
	Tito

Capt

PULGUE,
	11320



	Arty

Brig
	
	



	Btry.

928 Abn

How
	Capt

CAMPER,

Ferdinand
	



	28 Abn

AT

Co
	Capt

QUACHALIA,

Astulfi
	



	56 Abn

AA MG

Co
	HEREID,

Capt

Andrew
	11303



	28 Abn

Sig Co
	
	



	128 Abn

Brig
	
	



	Car

Bn

7 Abn

Armd
	Comdt

SERRAN,

Ignaz
	



	Arty

Divisional
	
	



	Gun

Regt

937 Abn
	Jesse

Comdt

OLMAN,
	11308



	Trps

Divisional

Svc
	
	



	20 Abn

Med

Bn
	Comdt

GONG,

Louis
	11309



	Def

Co.

128 Abn

Cml
	
	












	Sep

45
	Infantry

Formed

as

20th

Division.




	Apr—Jun

47
	Redesignated

20th

Airborne

Division.



	Jul

47
	Under

Airborne

I

Corps.



	Nov

49
	the

Reported

in

Caribbean

area,

Second

Army.



	Dec

49
	Division.

Redesignated

28th

Airborne



	Feb

50
	for

Airborne

Florida

campaign.

Corps

second

I



	Jul

51
	Third

campaign.

Carolina



	Sep

51
	Withdrawn

to

area.

Caribbean



	Mar

52
	Texas

campaign.



	Jul

52
	to

with

entire

Returned

Homeland

I

Airborne



	
	Corps.



	52

Jul
	Reorganized.







139. 49 Airborne Division









	NAME

CODE
	AFPO

NUMBER
	LOCATION




	BOJO
	32015
	Southeast

Asia

Area













	Unit
	Commander
	AFPO No.




	CG
	Div

SCHNELLER,

Frederick.

Gen of
	



	Deputy

Commander,

_
	BASTIDE,

Haro

Gen of

Brig
	



	CofS
	Col LIEB,

Eric
	



	34

Abn

Brig
	LIND,

Gen of

Jonas

Brig
	32016



	Bn

79 Abn

Rifle
	Comdt

SCHAEFFER,

August
	32019



	Bn

80 Abn

Rifle
	Otto

Comdt

BAUER,
	32020



	Arty

Brig
	
	



	Co

33 Abn

AT
	
	32023



	

35 Abn

Brig
	Curtis.

Gen of

KOHLER,

Brig
	32029



	Bn.

112 Abn

Rifle
	
	32030



	Bn.

114 Abn

Rifle
	
	32032



	Co

35 Abn

AT
	
	



	Co

Engr

35 Abn
	Capt

ADLER,

Lawrence.
	



	149 Abn

Brig
	
	












	Jun

46
	as

the

24th

Infantry

Division.

Formed




	Jul

47
	to

Division.

Converted

24th

Airborne



	Dec

49
	Redesignated

49th

Airborne

Division.



	Jun

50
	in

Asia

with

Reported

Southeast

Tenth

Army.



	Jun

51
	in

Asia.

Southeast

Identified



	Jul

52
	Reorganized.







140. 56 Airborne Division

a. Basic Elements.









	NAME

CODE
	AFPO

NUMBER
	LOCATION




	BRILI
	31156
	(?)

Army

West

Area

Group













	Unit
	Commander
	AFPO No.




	CG
	Gustav.

Gen of

MULLER,

Div
	



	CofS
	Col FELDEN,

Max
	



	Hq

& Hq

Trps
	
	



	44 Abn

Brig
	
	31157



	Deputy

Commander
	Col BURK,

Edmond
	



	21 Abn

Bn

Rifle
	Rudy.

DIETRICH,

Comdt
	31158



	22 Abn

Rifle

Bn
	
	31159



	23 Abn

Bn

Rifle
	
	31160



	44 Abn

Mtrcl

Co
	Warner.

Capt

BISHOP,
	31166



	Arty

Brig
	
	



	Btry

944 Abn

How
	
	



	44 Abn

AT

Co
	
	31164



	Co

88 Abn

MG

AA
	
	



	Mort

Btry

44 Abn
	
	



	44 Abn

Engr

Co
	
	



	44 Abn

Sig

Co
	
	31168



	Trps

Brig

Svc
	
	



	944 Abn

Med

Co
	
	













	Unit
	Commander
	AFFO No.




	Brig

45 Abn
	PAUL,

Francis.

Gen

of

Brig
	31170



	26 Abn

Rifle

Bn
	
	



	27 Abn

Bn

Rifle
	KIRST,

Comdt

Jake
	31184



	Bn

28 Abn

Rifle
	
	



	Co

45 Abn

Mtrcl
	Capt

ZIMMERMAN,

Gerd
	31181



	Arty

Brig
	
	



	Btry

945 Abn

How
	
	



	* m /~i

* i

4 er

'tO /AUII /A X

V^U
	
	



	90 Abn

AA MG

Co.
	
	



	Mort

Btry

45 Abn
	
	



	Engr

45 Abn

Co
	
	



	45 Abn

Sig

Co
	
	



	Trps

Brig

Svc
	
	



	Co

945 Abn

MT
	
	



	122 Abn

Brig
	
	



	RBn

24 Abn
	Comdt

GEYER,

William
	31161



	R

25 Abn

Bn
	RENNER,

Carl

Comdt
	31172



	Arty

Divisional
	
	



	Regt.

Gun

922 Abn
	
	



	Trps

Divisional

Svc
	
	



	22 Abn

Med

Bn
	
	31183





/

S'

>

I . r

»








	May

46
	as

Infantry

Division.

Formed

22d

Included




	
	ex-paratroopers.

many



	Jun

47
	Reorganized

as

22d

Airborne

Division.



	Dec

49
	56th

Division.

Redesignated

Airborne



	Feb

50
	Identified

in

second

Florida

campaign.



	Apr

50
	area,

Airborne

In

Caribbean

I

Corps.



	Aug

51
	to

mainland

of

Florida

during

third

Moved

Carolina

campaign.



	Mar—Apr

52
	Excellent

unit

in

Texas

campaign.



	Jul

52
	for

Returned

to

Homeland

reorganization.







141. 66 Airborne Division

a. Basic Elements.










	NAME

CODE
	AFPO
	NUMBER
	LOCATION




	INFEKTI
	
	
	Caribbean













	Unit
	Commander
	AFPO No.




	Deputy

Commander.

Brig

51 Abn

Arty

Brig

Co.

7 Abn

AT
	CAFFARATTI,

Nunzio.

Gen

of

Brig
	21407

21414





b. History. V Jan 50 Jul 51 May 52 Aug 52 Activated to bring airborne corps up to strength. Located under V Airborne Corps. Reorganized. Identified in Caribbean areas.




Section VII. MECHANIZED DIVISIONS


142. 1 Fusilier Mechanized Division

a. Basic Elements.

c

A.

C

£ l c

CIRKAU 11161









	Unit
	Commander
	AFPO No.




	CG
	Div

Gen

of

ADAMS,

Humbert
	



	CofS
	Col

BRAVO,

Alphonso
	



	208

Fus

Mecz

Rifle

Regt
	Col CAVERDO,

Angelo
	11162



	Regt

211 Fus

Mecz

Rifle
	
	11164



	Hv

Tk

Gun Regt.

12 Fus

& SP
	Tatsu

Col

AMATO,
	11166



	1 Fus

Tk

Regt

M
	Gerd

Col PEISEL,
	11165



	301 Fus

Mtrcl

Bn
	Comdt

LOPEZ, Emil
	11173



	Divisional

Arty
	
	



	1 Fus

M

How

Regt
	Miklos.

Col

REVAI,
	11168



	Regt

301 Fus

L

AA
	Comdt

PEREZ,

Mike
	11169



	401 Fus

M Mort

Regt
	
	11170



	Bn

301 Fus

Engr
	Maj KOJE,

Hideki
	11175



	301 Fus

Sig

Bn
	
	11174



	Divisional

Svc

Trps
	Col VELASQUEZ,

Manuel
	11172












	Nov

45
	as

Formed

1st

Mechanized

Division.




	46—Apr

Dec

47
	II

Under

California.

Mechanized

Corps.



	May

47
	to

Aggressor.

Returned



	Sep

47—Dec

47
	II

Lawrence

campaign,

St.

Mechanized

Corps.

as

"GREEN

HEART"

Known

Division.



	Dec

49
	to

Aggressor

Returned

and

reorganized.



	Mar

50
	III

to

Reported

assigned

Rifle

Corps.



	Jul

51
	as

area,

1st

Fusilier

St.

Lawrence

Mechanized

Division.



	Nov

51
	in

St.

Lawrence

Identified

second

campaign.



	Oct

52
	to

Returned

Homeland.



	Dec

52
	Reorganized.







143. 2 Mechanized Division

a. Basic Elements.

TROMPI 10506

CODE NAME AFPO NUMBER

LOCATION St. Lawrence Area









	Unit
	Commander
	AFPO No.




	CG

-
	Arthur.

URQHART,

Gen

Div

of
	



	-

CofS
	Ferd

Coi OPAZ,
	



	Regt

17 Mecz

Rifle
	
	



	Regt

42 Mecz

Rifle
	Pete

VARASH,

Col
	10507



	Regt

71 Mecz

Rifle
	Robert.

Col SPINOZA,
	10509



	Regt,

4 Hv

Tk

Gun

& SP
	OJEDA,

Louis

Col
	10511



	Tk

Regt

3 M
	CORD,

Raymond

Col
	10510



	302 Mtrcl

Bn
	Comdt

ROSE,

Algernon
	10519



	Divisional

Arty
	
	



	257 M

Regt

How
	
	10514



	302 L

AA Regt
	Francis.

Comdt

LOVER,
	



	Rkt

402 M

Bn
	
	10518



	Engr

Bn

302
	
	



	302 Sig Bn
	
	





b. History.

Formed as 2d Mechanized Division from armored veterans of Spanish Civil War.

Dec 46—Feb 47 California. Under IX Corps.

Cuba.

Sep 49

Returned to Aggressor.

Reorganized.



144. 3 Mechanized Division

a. Basic Elements.

CODE NAME APARTEI

AFPO NUMBER 10695

LOCATION Army Group East Area









	Unit
	Commander
	AFPO No.




	CG
	Div

Ross.

ARMAND,

Gen

of
	



	CofS
	LEEFEL,

Delbert

Col
	



	Regt.

230 Mecz

Rifle
	Col GONZALEZ,

Mario
	10696



	Regt.

242 Mecz

Rifle
	
	10699



	Rifle-Regt.

251 Mecz
	BERTI,

Emanuel.

Col
	10700



	Tk

Regt

8 M
	
	10701



	Arty

Divisional
	
	



	Regt

How

255 M
	JARAM,

Alvan.

Col
	10705



	Regt

303 L

AA
	
	10708



	Mort

Regt

403 M
	
	10707



	Rkt

403 M

Bn
	Martino.

Comdt

MARTINEZ,
	10709



	Bn

303 Sig
	Joseph

Maj

MUERGAS,
	10704



	Trps

Divisional

Svc
	
	



	303 MT

Bn
	PURINA,

Phillip.

Comdt
	10706












	45

Mar
	active

during

Aggressor

Formed

as

an

unit

uprising.




	46—Jan

Nov

47
	California.

Under

IV

Mechanized

Corps.



	Feb

47
	to

Returned

Aggressor.



	47

Jul
	IV

Caribbean

area.

Mechanized

Corps.



	Aug—Dec

47
	Florida

campaign.



	Mar

48
	to

Aggressor.

Returned



	Nov

49
	in

Reported

Caribbean

area.



	Apr

50
	Under

XXI

Florida

campaign.

Corps.

Second



	52

May
	Identified

in

Texas

campaign.



	52

Jul
	to

Returned

Homeland.



	52

Sep
	Reorganized.





145. 4 Fusilier Mechanized Division a. Basic Elements.









	NAME

CODE
	AFPO

NUMBER
	LOCATION




	INDA
	11176
	Army

West

Area

Group












	Gen of Div

LOPEZ, Aurelio

Capt

LEAL,

Ernest

Col OLIVA, Rouco

Col JOSEBAS, Francis

Col VILLAREAL,

Santiago.

URIZAR,

Christopher
	11181

11177

11178

11179

11182




	
	11180



	
	11188



	
	11183



	
	11185



	
	11186



	
	11189



	
	11190



	
	11187



	
	11196



	
	Col REMENY-SCHNELLER,

Stefar.

PADIL,

Comdt

Hugh

K

Col ACE, Jack

TREVIN,

Adam

Maj GARRS,

Ruben












	History.

b.
	




	Apr

46
	with

cadre-of

former

professional

Formed

sol

diers.



	Dec

46—Apr

47
	California.

Under

II

Mechanized

Corps.



	May

47
	to

Aggressor.

Returned



	Sep

47
	Lawrence

area.

Under

II

St.

Mechanized

Corps.



	Dec

48
	fusilier

Redesignated

mechanized

division.



	Nov

51
	Identified

in

second

St.

Lawrence

campaign.



	Apr

52
	Returned

to

Homeland.



	Jun

52
	Reorganized.







146. 5 Mechanized Division

a. Basic Elements.

AMELO 11191 Army Group West Area









	Unit
	Commander
	AFPO No.




	Hq

& Hq

Trps
	
	11195



	Regt.

131 Mecz

Rifle
	Col PAEZ,

UtioL
	11192



	Regt

133 Mecz Rifle
	
	11194



	Tank

81 M

Regt
	Joe.

GUTTZ,

Comdt
	11200



	305 Mtrcl

Bn
	
	11203



	Divisional

Arty
	
	



	Regt

How

32 M
	Raymond

Col ECHERAC,
	11197



	305 Sig Bn
	EZIKIEL,

W

Maj

Ephriam
	11205





ft. History.

Formed as the 59th Motorized Division.

Dec 46—Apr 47

California campaign. II Mechanized Corps.

May 47

Returned to Aggressor.

Sep 47—Dec 48

St. Lawrence campaign. Under II Mechanized

Corps.

Dec 49

Returned to Aggressor and reorganized as 5th

Mechanized Division.

Under IV Mechanized Corps.

Feb 52

Reorganized.



147. 6 Mechanized Division

a. Basic Elements.

BONA 22320









	Unit
	Commander
	AFPO No.




	CG
	of

Div

GUTMANN,

Rudolf.

Gen
	



	CofS
	Rene

HALARDON,

Col
	



	Regt.

5 Mecz Rifle
	SIGUIER,

Juan

Col
	22322



	Regt.

9 Mecz

Rifle
	TREVERS,

Col

Carl
	22325



	Regt

Tank

84 M
	MULVAK,

Aaron

Col
	11033



	Divisional

Arty
	
	



	Regt.

240 M

How
	Col MENTZ,

Leo
	22326



	430 M Mort

Regt.
	Col FABIAN,

Royall
	11034



	Trps.

Divisional

Svc
	
	



	306 MT

Bn
	
	22331





Sep 49 Elements identified. Personnel reported of vari ous nationalities, but all professional soldiers.

Jan—Feb 50 Elements identified in Newfoundland.

Nov 51 Participated in second St. Lawrence campaign.

Oct 52 Left St. Lawrence area.

Jan 53 Reorganized. (??)



148. 7 Mechanized Division

a. Basic Elements.

HOKO 31100 St. Lawrence Area (??)









	Unit
	Commander
	AFPO No.




	CG

Hq

& Hq

Trps
	Gen of

Brig GALLAN,

Robert
	31101



	274 Mecz Rifle Regt.

Trps

Divisional

Svc

307 MT

Bn
	WILIS,

Comdt

Fred E
	31102





b. History.

Mar 50 First division identified with all foreign personnel. Mainly professional soldiers. Reported to have begun forming in November 1949.

Sep 52 Rumored in St. Lawrence area.

Jan 53 Reorganized.



149. 8 IFusiiier Mechanized Division

a. Basic Elements. '

10126 Caribbean









	Unit
	Commander
	AFPO No.




	Deputy

Commander

Rifle Regt.

382 Fus

Mccz
	Pierre .

Gen of

Brig ASTIER,
	10128



	91 Fus

M Tank

Regt

339 Fus

Mtrcl

Bn
	Col IZUR,

Justus
	10129

10133



	Divisional

Arty

Regt.

439 Fus

M Mort
	
	10132





b. History.

Jun 46 Formed as the 39th Armored Division.

Dec 46—Mar 47 California campaign.

Apr 47 Returned to Homeland.

Nov 49 Reorganized as 8th Fusilier Mechanized Divi sion.

Jun 52 Reorganized.

Jul 52 Assigned to Caribbean area.

Nov 53 Assigned to newly activated Twelfth Mech anized Army.



150. 11 Mechanized Division

a. Basic Elements.

CODE NAME AFPO NUMBER LOCATION GRINCI 10086 Texas Area









	Unit
	Commander
	AFPO No.




	CG
	Gen of Div

MONTES,

Joseph
	



	411 Mecz RiHe Regt.
	Col SORIANO,

Sorbas
	10087



	413 Mecz Rifle Regt.
	Col LIBBEY,

Leo L
	10088



	418 Mecz Rifle Regt.
	Col MAIGRON,

Pierre
	10089



	30 Hv

Tk

& SP

Regt.

Gun
	
	10095



	24 M Tk

Regt.
	Col TEE1LSON,

Christian
	10094



	311 Mtrcl Bn
	Maj IGAR,

George
	10093



	Divisional

Arty
	
	



	Regt.

248 M How
	
	10090



	Regt

311 L AA
	Comdt

AKHMEDOV,

Minodar.
	



	294 M Rkt

Bn
	Comdt

MARZ, Angus
	



	311 Engr Bn
	
	



	311 Sig Bn
	ARANY,

Comdt

Bela
	





b. History.

Aug 46 Formed as standard infantry division (94th).

Jan 47 Converted to motorized division.

Jul 47 Aug—Nov 47 Caribbean area. Florida campaign.

Dec 47 Remnants returned to Aggressor.

Nov 49 Moved to Caribbean area. Under II Corps.

Mar 52 Mar 53 Texas campaign. Reorganized.



151. 13 Mechanized Division

a. Basic Elements.


30150 Army Group West Area











	Unit
	Commander
	AFPO No.




	CG
	Div

Gen of

ZELLERZ,

Xavier

Y
	



	Regt.

15 Mecz Rifle
	Col NIZA,

Rold
	31963



	Regt

180 Mecz

Rifle

313 Mtrcl

Bn
	Comdt

LASSET,

Otto
	30161












	Nov—Dec

49
	from

veterans

of

Formed

War

II

SS

World

units.




	Aug

51
	Identified

in

third

Carolina

campaign.



	Aug

52
	to

Returned

Homeland.



	52

Oct
	Reorganized.



	53

Oct
	to

Assigned

Third

Army.

Mechanized







152. 15 Fusilier Mechanized Division









	NAME

CODE
	NUMBER

AFPO
	LOCATION




	AROGANTA
	10711
	













	Unit
	Commander
	AFPO No.




	,

CG
	Div

Gen

of

SEPULVE,

Emil
	



	CofS
	Col BANTER,

Jacob
	



	207

Fus

Mecz

Rifle Regt
	Col AGUILAR,

Marion
	10712



	Fus

Rifle Regt

218

Mecz
	Paul

Col HERNANDEZ,

_
	10713



	233 Fus

Rifle Regt

Mecz
	Col AGUIRRE,

Thomas
	10714



	Hv

Tk

Gun Regt.

59 Fus

& SP
	Col de LEON,

Herman
	10716



	Regt

14 Fus

M

Tk
	Col NAVARRO,

Ponce
	10715



	315 Fus

Mtrcl

Bn
	Comdt

VALLEJO,

Pilar
	10725



	Divisional

Arty
	
	



	5 Fus

How

Regt

M
	Julian

Col CORTES,
	10719



	315 Fus

Regt

L AA
	Col BABKA,

Bohnmil
	10721



	414 Fus

Regt.

M Mort
	Col PERCE,

Cari
	10718



	M Rkt

415 Fus

Bn
	Comdt

SACKS,

Mike.
	10722



	315 Fus

Engr

Bn
	
	10720



	315 Fus

Sig

Bn
	
	10724



	Divisional

Svc

Trps
	
	



	315 Fus

MT

Bn.
	
	10723











	by

expansion

218th

Formed

of

207th

In

and




	fantry

Regiments.



	California

campaign.

IV

Mechanized

Corps.



	Aggressor.

Returned

to



	area.

IV

Caribbean

Mechanized

Corps.



	Florida

campaign.



	to

Remnants

returned

Aggressor.



	in

XXI

Identified

Caribbean

area.

Corps.



	invasion

of

Florida.

Second



	Assigned

to

II

Texas

Rifle

Corps

campaign.



	to

Aggressor.

fusilier

title.

Returned

Awarded



	Reorganized.







153. 16 Mechanized Division

a. Basic Elements.

FRAKASI 30221 Caribbean









	Unit
	Commander
	AFPO No.




	UU

CofS
	Gen of

Brig TAPENSCHORST,

Lemuel.

Col BODE,

Emil
	



	282 Mecz Rifle Regt.
	
	30223



	39 M Tk

Regt

Divisional

Arty
	John.

Col HAUSER,
	30225



	Regt

247 M How
	
	30230





b. History.








	Aug

47
	II

Formed

from

War

veterans

Nazi

World

of




	
	units.

SA



	Oct

47
	III

Lawrence

area.

Under

Corps.

St.



	Nov

49
	returned

to

stations.

Remnants

home





Jun 50 Aug 51 Identified as part of V Corps, Seventh Army. Identified in Caribbean area.

Jan 53 Reorganized.



154. 17 Mechanized Division

a. Basic Elements.

BASTONO 11056 Army Group West Area









	Unit
	Commander
	AFPO No.




	CG
	Gen of Brig MELANDRI,

Fernando.
	



	8 Mecz Rifle Regt
	Col PLATRONE,

Couaire
	11057



	99 Mecz Rifle Regt
	
	11058



	Gun Regt.

54 Hv

Tk

& SP
	Col BNINSKI,

Zigmunt.
	11065



	Regt

26 M Tk
	Harold

Col BUNDY,
	11064



	Divisional

Arty
	
	



	Regt.

244 M How
	Col JOHANNESON,

Gunnar.
	11060



	20 M Rkt

Bn
	
	11062



	Divisional

Svc

Trps
	
	



	317 Cml Def
	
	



	Co
	
	





b. History.

Oct 45 Formed as the 15th Motorized Division.

Oct 49 Redesignated 17th Mechanized Division. Rç-.

liably reported in Caribbean.

Apr 50 Identified in second Florida campaign.

Feb 52 Returned to Homeland.

Feb 53 Reorganized.



155. 19 Fusilier Mechanized Division

a. Basic Elements.

EMINENTA 10846 Southeast Asia Area









	Unit
	Commander
	AFPO No.




	Regt

1 Fus

Mecz

Rifle
	
	10847



	4 Fus

Mecz

Rifle Regt
	Col

CABEZON,

Paul

D
	10848



	Rifle Regt

5 Fus

Mecz
	
	10849



	Regt

7 Fus

Hv

Tk

& SP

Gun
	FRASHERI,

Abbas.

Col
	



	Tk

82

Fus

M

Regt
	
	10856



	319 Fus

Bn

Mtrcl
	Leon

Comdt

RAMOS,
	10858



	Divisional

Arty
	
	



	7 Fus

M How

Regt
	BRINK,

David

Col
	10851



	L

Regt

319 Fus

AA
	FEIN,

Irving.

Comdt

Samuel
	10853



	Rkt

Bn

12 Fus

M
	
	10854



	319 Fus

Engr

Bn
	Maj CAMIZZO, Antonio.
	10859



	Fus

Bn

319

Sig
	Maj RAD,

Ion
	10860



	Divisional

Svc

Tips
	
	



	319 Fus

Med

Bn
	
	10857





b. History.

Sep 45 Formed originally as the 1st Fusilier Division.

Nov 46—May Jun—Jul 47 47 California campaign. Returned to Aggressor.

Jul 47 Reformed as 31st Motorized Division.

Aug 49 St. Lawrence area.

Sep 49 Returned to Aggressor. Redesignated 19th

Fusilier Mechanized Division.

Jun 50 Occupation duties in Southeast Asia.

Jan 54 Reorganized.



156. 19 Mechanized Division

a. Basic Elements.

ETENDI 20815 Army Group North Area









	Unit
	Commander
	AFPO No.




	CG

Tk

Regt.

r 28

M

Bn

• 335 Mtrcl

Arty

Divisional

Bn

39 M Rkt

335 Engr Bn.
	Div

Roger

Gen of

deCAEN,

Col-VTLLOT, Bermud

Maj FERjRIERE,

Bernard

Manuel.

VOLTERRA,

Comdt

Maj CLAIN,

Rex
	20816

20824

20216

20822





Mar' 48 ' Formed as the 35th Armored Division. Oct.49 •. Redesignated 19th Mechanized Division.. Aug 51'. - • Identified under X Rifle Corps. Apr 52 Reorganized.



157. 20 Fusilier Mechanized Division .










	MODELO
	10861
	Army

Group
	South

Area



	Unit
	
	Commander
	AFPO No.




	CG
	
	Gen of

Brig JAPKE,

Mandel
	



	CofS

2 Fus Mecz Rifle Regt
	
	Col ZINOVI,

Pedro
	10862





: '









	CG

CofS
	Gen of

Brig JAPKE,

Mandel

Col ZINOVI,

Pedro
	



	2 Fus Mecz Rifle Regt
	
	10862



	Rifle Regt

6 Fus

Mecz
	
	10863



	' lÓ Fus

Regt

Mecz

Rifle
	Col BIANCHI,

Enrico.
	10864



	Regt

83 Fus

M Tk
	
	10871

10873



	u /i

Fus

Mtrcl

Bn
	
	












	Sep

45
	Fusilier

Formed

the

as

Division.

2d

1




	Nov

47

46—-May
	Under

I

California

campaign.

Corps.



	Jun—Jul

47
	area.

Caribbean



	Aug

47—Jan

48
	Florida

Third

reserve.

campaign.

Army



	Feb

48
	Returned

to

Aggressor

with

I

Corps.



	Aug

49
	Fusilier

Redesignated

20th

Mechanized



	
	Division.



	Aug

52
	-Reorganized.



	Jun

53
	Southern

liberation

campaign.







158. 21 Fusilier Mechanized Division

a. Basic Elements.

CODE NAME AFPO NUMBER LOCATION . 30441 Army Group South Area









	Unît
	Commander
	AFPO No.




	CofS

380 Fus

Rifle Regt_

Mecz

M Tk

Regt

Fus

321 Fus

Mtrol Bn

Divisional

Svc

Trps

Fus

MT

Bn

321
	Col RIEGER,

Eberhardt

Col HANSEN,

Karl

Col MUIR,

Igo

Maj BIERBAUM,

Dienst.
	30448

30449





Nov 46 Organized as the 21st Mechanized Division.

Sep 47—Dec 49 Under XXXV Corps in St. Lawrence area.

Jan 50 Returned to Aggressor and redesignated fusilier division.

Oct 52 Reorganized.

Jul 54 Southern Liberation Campaign.



159. 22 Mechanized Division

a. Basic Elements.

CASI









	Unit
	Commander
	AFPO No.




	CG

Regt.

21 Mecz

Rifle
	Gen of

Div

JACKLEIN,

Earl V
	30402



	Regt.

23 Mecz

Rifle

Trps

Divisional

Svc
	Brenneman D

Col ULB,

Col BOCK,

Walther
	





b. History.

Jan 50 Reported formed.

Jun 52 Identified in Florida with entire II Mechanized

Corps.

Jan 53 Reorganized.



160. 25 Mechanized Division

a. Basic Elements.

11550









	Unit
	Commander
	AFPO No.




	Regt.

44 Mecz

Rifle

Regt.

43 Mecz

Rifle
	
	11552

11553





Jan 50 Believed formed around elements of 61st Medium Tank Regiment of 35th Armored Division.

Feb 53 Reorganized.

Jul 53 Assigned to 15 Mechanized Army.



161. 34 Mechanized Division

n" Basic Elements.

22410 Texas Area









	Unit
	Commander
	AFPO No.




	CofS

Hq

& Hq

Trps
	Joseph

Col ST. CLAIR,
	



	Mecz Rifle Regt.

32
	ColROSSON,David
	22412



	92 M Tk

Regt
	Col FORTOLIS,

Osuana.
	10222



	334 Mtrcl

Bn
	Karl

Maj LOMBARD,
	22423



	Trps

Divisional

Svc
	
	



	334 Med

Bn
	
	





6. History.

Cadre unit and administrative elements reported.

In Caribbean area under XXVII Rifle Corps.

Texas campaign.

Reorganized.

22218



162. 35 Mechanized Division

a. Basic Elements.









	Unit
	Commander
	AFPO No.




	Regt.

93 M Tk
	Comdt LAISTDRON, Marino.
	10122





b. History.

Cadre unit reported forming.

Nov 51

Identified under XXII Rifle Corps.

Unit believed disbanding to provide trained

\ cadre for new units.



163. 38 Mechanized Division

a. Basic Elements.

Texas Area









	Unit
	Commander
	AFPO*No.




	CG

Regt

27

Mecz

Rifle

Regt

28

Mecz

Rifle
	of

Div

DESPARADO,

Felix.

Gen

Col WALTHOUR,

Albert

Col SARCONE,

Nobert
	22027



	Regt.

350

Mecz

Rifle

Ill

Tk

Regt

M

Mtrcl

Bn

346
	Col REGAMY,

Francis

Col PETRANCE,

Noel

O'DELL,

Gradj'

Maj
	22029



	346 Engr

Bn
	
	22032



	Trps

Divisional

Svc

MT

Bn

346
	
	22031





Jan 50 Formed around 350th Mechanized Rifle Regt. Aug 51 Located in Caribbean area under XXX Rifle

Corps.

Mar 52 Identified in Texas campaign.




Section VIII. TANK DIVISIONS


164. 31 Fusilier Tank Division

a. Basic Elements.

TREMIGI 10891 • Army Group West Area









	Unit
	Commander
	AFPO No.




	CG
	of

Div

BOCCHIO,

Frances.

Gen
	



	CofS
	Col ADAM,

Harrison
	



	Tk

6 Fus

Regt

M
	
	10892



	Tk

53 Fus

Regt

M
	
	10893



	Tk

99 Fus

M

Regt
	Col RICONETE,

Ruiz.
	10894



	331 Fus

Mtrcl

Bn
	
	10900



	Regt

3 Fus

Mtz

Rifle
	Col BELLONO,

Cesare.
	10022



	Divisional

Arty
	
	



	Regt.

231 Fus

M

Mort
	
	10898



	331 Fus

Bn

Sig
	DUPAN,

Morris:

Maj
	10905



	Trps

Divisional

Svc
	
	



	331 Fus

MT

Bn
	
	



	Co

331 Fus

Cml

Def
	
	








	b.
	History.













	Apr

46
	as

31st

Division

from

veter

Formed

Armored

of

Spanish

ans

Civil

War.




	47

Mar
	Caribbean

area.



	Jan

48
	of

Component

VI

Corps.



	Apr

49
	of

invasion.

Component

VI

in

Carolina

Corps



	Oct

49
	to

Aggressor

reformed

around

Returned

and

Fusilier

Regiment.

3rd



	Dec

49
	for

Redesignated

31st

Fusilier

Division

Tank

outstanding

performance

in

Carolina

cam

paign.



	51

Aùgr
	Identified

under

IV

Mechanized

Corps.



	Dec

51
	to

Returned

Homeland.



	52

Oct
	Reorganized.







165. 32 Tank Division

a. Basic Elements.




	MALSATA
	11101













	Unit
	Commander
	AFPO No.




	CG.
	Gen of Div

HURM,

Manny
	



	Deputy

Commander.
	Luis.

Gen of Brig BOERNER,
	



	CoíSi,''
	Col BOILEAU,

Amedee
	



	19 M Tk

Regt
	

Col MOSTA, Peter
	11105



	63 M Tk

Regt.
	
	11106



	58'HV Tk

Gun Regt.

& SP
	NONHOFF,

Ulrich.

Comdt
	



	332 Mtrcl Bn
	Maj DALLOZ, Lucar
	11109



	Rifle Regt1

328 Mtz
	Pablo D

Col MENDOLA,
	10692












	Apr

46
	Forined

as

the

Armored

Division

from

par-

32d

ticipants

Aggressor

uprising.

in




	Nov

49
	Duty

with

Redesignated

Tank

Division.

II

32d

Mechanized

Corps.



	Oct

51
	area

replacement

for

Identified

in

Caribbean

as

Division.

40th

Tank



	Apr

52
	Texas

campaign.



	Jul

52
	in

Florida.

Returned

to

11 Mechanized

Corps



	52

Sep
	to

Returned

Homeland.



	Nov

52
	Reorganized.







166. 33 Tank Division

a. Basic Elements.

PATRIOT© 10396









	Unit
	Commander
	AFPO No.




	CofS
	Col de

la

GARZA, Eugenio.
	



	Hq & Hq

Trps
	Capt CAMPO,

Luis
	



	29 M Tk

Regt
	
	10398



	M Tk

Regt

32
	Col PENNY,

James

G.
	10399



	Tk

73 M

Regt
	
	10400



	Hv

Tk

& SP

40

Gun

Regt.
	
	10961



	333 Mtrcl

Bn
	
	10406



	326 Mtz

Regt

Rifle
	Col FARNESE,

Max
	



	Divisional

Arty
	
	



	509

M How

Bn.
	Comdt ZEYAKOV,

Kadim
	



	LAA

Regt

333
	
	



	Regt

433

M

Mort
	
	10404



	26 M Rkt

Bn
	Karl

Comdt HARTWIG,
	



	333 Engr Bn
	Maj RAJAMUND,

Bennett
	



	333 Sig

Bn
	Maj DUERTO,

Pedro
	10410



	Divisional

Svc

Trps.
	
	



	333 Med

Bn
	Maj CABELLO,

Angio
	10408





b. History.








	May

46
	as

the

Armored

Formed

Division

from

vet

33d

erans

of

Spanish

War.

Civil




	46—Feb

Nov

47
	in

California

under

XXVIII

Engaged

Corps.



	May

47
	Returned

to

Aggressor.



	Aug—Dec

47
	In

Florida

under

campaign

V

Corps.



	Jun—Sep

49
	Tank

Redesignated

Division.

33d



	Feb

51
	in

Haitian

area

of

the

Stationed

occupation

zone.



	Aug

51
	third

in

Carolina

Identified

campaign.



	Aug

52
	returned

to

Probably

Homeland.



	Oct

52
	Reorganized.







167. 37 Tank Division

a. Basic Elements.









	NAME

CODE
	AFPO

NUMBER
	LOCATION




	IMPULSA
	30830
	Army

West

Area

Group













	Unit
	Commander
	AFPO No.




	CG
	BECKET,

Gen

Div

Harley

T

of
	



	CofS
	FALKEN,

Lothar

Col
	



	Tk

Regt

11 M
	
	30831



	Tk

Regt

74 M
	WITTE,

John

Col
	30832



	Tk

Regt

86 M
	Col

ROSSBACH,

Sig
	30833



	337 Mtrcl

Bn
	1.

Henry

Maj

ALCAD,
	30839



	Regt.

359 Mtz

Rifle
	Coradt

KASH,

Francis
	30639



	Arty

Divisional
	
	



	507 M How

Bn
	Pyetr

Maj

YAKOVIEV,
	



	Regt

Mort

437 M
	Ernest.

Comdt

ZIEGLER,
	30836



	337 Engr

Bn
	Herman

CREYDT,

Maj
	30843



	Bn

337 Sig
	VOIGHT,

Alexander.

Maj
	30838












	Jan

48
	Formed

as

the

37th

Armored

Division.




	Jul

49
	division.

Redesignated

and

reorganized

as

tank



	Feb

51
	Haiti.

Identified

in



	Aug

51
	in

third

Identified

Carolina

campaign.



	Aug

52
	Returned

to

Homeland.



	Oct

52
	Reorganized.







168. 40 Tank Division

a. Basic Elements.









	NAME

CODE
	NUMBER

AFPO
	LOCATION




	GENI
	10726
	Army

Area

Group

South













	Unit
	Commander
	AFPO No.




	CG
	John.

ECKSTEIN,

Gen

of

Div
	



	CofS
	F

Col CONDON,

William
	



	Trps

Hq

& Hq
	
	10727



	Tk

Regt

71 M
	
	10729



	Tk

110 Hv

& SP

Gun

Regt.
	JALLU,

Armando.

Col
	



	Regt

325 Mtz

Rifle
	
	10653



	Arty

Divisional
	
	



	Rkt

67 M

Bn
	
	10975












	46

Sep
	as

Formed

the

40th

Armored

Division

from

professional

soldier

cadre.



	Dec

46—Jan

47
	California

under

IV

Mechanized

Corps.



	Feb

47
	Reserve.

Caribbean

area.



	Apr

47
	to

Aggressor.

Returned



	Aug

49
	Redesignated

40th

Tank

Division.



	Dec

49
	area.'

Caribbean





Feb 50 Participated in initial assault on Florida.

May 51 Located in Caribbean under XXXII Rifle Corps.

Jun 52 Returned to Aggressor.

Aug 52 Reorganized.

Jul 54 Southern Liberation Campaign.



169. 42 Tank Division

d. Basic Elements.

CODE NAME AFPO NUMBER LOCATION BARI 30126 Caribbean









	Unit
	Commander
	AFPO No.




	CofS

42

M Tk

Regt

699 Hv

Tk

& SP

Rcgt_

Gun

342 Mtrcl

Bn
	Paul

Col SCHRODER,

Col RAABE,

William

Jens.

Col WATKINSEN,
	30128

30136





Formed as the 42d Armored Division. Oct 46

Under XII Armored Corps. Jan—Feb 48

Caribbean area under XII Armored Corps. , f Aug 52

Reorganized. Jul 53

Assigned to Twelfth Mechanized Army. ' Nov 53



170. 43 Tank Division

a. Basic Elements.

CERKO 20240 St. Lawrence Area









	Unit
	Commander
	AFPO No.




	CG
	Gen of

Div

de MARIGNY,

Mario.
	



	CofS
	Col GRISOU,

Rene
	



	45 M Tk

Regt
	
	20242



	46 M Tk

Regt
	Col AINSLIE,

Marcel.
	20243



	47 M Tk

Regt
	
	20244



	Hv

Tk

664

& SP

Gun

Regt_
	Jacob

Col DINKAS,
	20883



	343 Mtrcl

Bn
	Maj FORT,

Isaac
	20250



	Regt

343 Mtz

Rifle
	Col SMITH,

Jeremiah
	20059





Nov 46 Formed as the 43d Armored Division.

Jul 49 • Reorganized and trained as new-type tank division.









	Jan

50
	New

Brunswick

Identified

in

area.
	Reserve

di



	
	vision

to

Ninth

Army

attached
	(Forward).



	Nov

51
	Identified

ih

St.

Lawrence

second
	campaign.



	52
	Ninth

Army.

. Remained

under
	



	Jan

53
	Reorganized.

,,

' '
	








171. 50 Tank Division

a. Basic Elements.

CODE NAME- AFPO NUMBER LOCATION MORDI . 20141 Caribbean









	Unit
	Commander
	AFPO No.




	CG

5 M Tk

Regt

98 M Tk

R*gt

100 MTk

Regt
	Div

Benton.

Gen of

BOSCARD,

Col FALLET,

Leslie

Col CARGILL, Martin

Col SHADOW, Nathin
	20142

20143

20144



	677 Hv

Tk

Gun Regt.

& SP

Divisional

Arty

350 L AA Regt

32 M Rkt

Bn
	Col ALLEN,

John

Comdt ELFVING,

Lief.
	







5. History.









	Late

46
	as

the

Division

Formed

50th

Armored

from

units.

cadre

other

armored
	with




	Jan—Feb

48
	XII

Armored

Corps.

' '
	



	Nov

49
	Redesignated

Tank

Division.

50th.
	



	50

Mar
	XXIII

Attached

to

Corps.
	



	Aug

52

:
	v

Location

uncertain.

'
	



	Jul

52
	Reorganized.
	



	Nov

53
	Assigned

to

newly

activated

Twelfth

7

-:
	



	
	Army.

Mechanized
	•



	
	!

•

í

•
	,t








Section IX. CAVALRY DIVISIONS


172. 9 Cavalry Division -

a. Basic Elements.

CODE NAME AFPO NUMBER LOCATION ' 31060 Texas Area ,( ?)








	Commander
	AFPO. No.




	Comdt BLICKMAN,

Richard
	31063



	
	Gen of

Brig VAZQUES, Aristides.





Aug 51 Formed to fill lack of cavalry units in newly activated army.

Jul 52 Located in Texas under IX Cavalry Corps.

Sep 53 Occupation duty in West Texas.



173. 10 Fusilier Cavalry Division

a. Basie Elements.

EFIKI 10035 Army Group South Area









	Unit
	Commander
	AFPO No.




	Deputy

Commander
	Gen of

Brig BOSTIS,

Alkia
	



	CofS

Hq

& Hq

Trps
	Col CHONGO, Mike
	



	15 Fus

Cav

Regt

Regt

16 Fus

Cav
	Col TORREST,

Sebastian.
	10037

10038



	23 Fus

Regt

Cav

Regt

13 Fus

M Tk
	
	10039

10042



	310

Fus

Cav

Recon

Sq

Divisional

Arty
	Maj CORTEZ, Barney
	



	88 Fus

Ii

Gun

Bn
	Comdt

HORNER,

Kendrick

A.
	10040



	310

Fus

Engr Sq

Fus

310

Sig

Sq
	Maj ILLANES,

Rafael
	10046





b. History.

Dec 45 Formed from ex-cavalrymen of all nations.

Under First Army.

Jan—May 47 General reserve, First Army, California campaign.

May 47 Returned to Aggressor.

Jun 50 Identified with X Cavalry Corps.

Jan 51 Located in Cuba. Attached to Second Army.

Mar 52 Identified in Texas campaign.

Aug 52 Returned to Homeland.

Apr 53 Awarded fusilier title.

May 54 Southern Liberation Campaign.



174. 12 Cavalry Division

a. Basic Elements.

CEVALO 20751 Army Group South Area









	Unit
	Commander
	AFPO No.




	CG

CofS

10 Cav Regt

Regt

20 Cav

25 Cav Regt

312 Cav

Recon

Sq.
	Div

Gen of

BLANCHARD,

Oliver

Col STROUP,

Henry

Comdt ROUPEL,

Joseph

Col MONTAGUE,

Rex

Maj EBNER,

Viktor
	20753

20754

20758












	Jan

46
	former

other

Formed

from

cavalry

troopers

of

armies.



	Feb

47
	Caribbean

area.



	Nov

49
	Returned

to

Aggressor.



	Jun

50
	with

Cavalry

Identified

Corps.

X



	Jan

51
	in

attached

to

Army.

Located

Cuba

Second



	Mar

51
	in

Identified

Texas

campaign.



	Aug

52
	Homeland.



	Jun

54
	Liberation

Southern

Campaign.







175. 14 Cavalry Division




	AFERO
	30301













	Unit
	Commander
	AFPO No.




	CG

Regt

21 Cav
	Fred

Div

HERBE,

Gen of
	30303



	27 Cav Regt
	Col HESS,

Max
	20303



	Divisional

Arty

97 L

Gun Bn

Trps—

Divisional

Svc
	BOEMAN,

Herman.

Comdt
	20306



	Sq.

314 Horse Trans
	Maj GUHR,

Gustav
	30310












	Jun

46
	from

former

troopers.

Formed

cavalry

SS




	Nov

46—May

47
	Ninth

Army

reserve

during

California

campaign.



	Jun

49
	Disbanded;

sent

to

Cavalry

elements

12th

Division.



	Nov

49
	North

Reactivated

as

Army

Cavalry

Group

Unit.



	Jan

51
	in

Attached

to

Army.

Located

Cuba.

Second



	Mar

52
	unit

aggressive

in

campaign.

Identified

as

Texas



	Aug

52
	in

Reported

Homeland.







176. 30 Cavalry Division

a. Basic Elements.

DERVISO Texas Area (?)









	Unit
	Commander
	AFPO No.




	CG

Trps

Hq

& Hq
	PAGIOT,

Peronne.

Gen

of

Brig

WILLFURT,

Maj

Ewald
	11573



	Bn.

Mort

330

M

Engr

Sq

330
	J

Capt

JORDAN,

James
	11578





b. History.

Aug 51 Formed to fill a lack of sufficient cavalry units in newly organized army.

Jul 52 ' Identified in Texas under IX Cavalry Corps.

Jun 53 Occupation duty in Texas.




Section X. ARTILLERY DIVISIONS


177. 5 Artillery Division

a. Basic Elements.

DRASI 10906 Army Group West Area









	Unit
	Commander
	AFPO No.




	102 Hv

How

Brig
	Gillman.

Gen

of Brig

QUEZON,
	10908



	Bn

420 Hv

How
	
	.10913



	Bn

423 Hv

How
	
	10914



	Bn

427 Hv

How
	Jesse.

Col SOTOVAS,
	10918



	101 M

Gun

Brig
	
	10907



	Regt.

Gun

404 M
	
	10910



	Regt.

Gun

409 M
	George.

Col SANDOVAL,
	10911



	103 M

How

Brig
	
	10909



	Regt.

451 M

How
	Col BORGHESE,

Guiliano.
	10915



	Regt.

459 M

How
	"Chinese"

CASARDI,

Col
	10917



	Brig

Hv

Mort

424
	Trinidad

Col GARZA,
	10920



	Rkt

431 Hv

Brig
	
	10921



	Bn.

405 Obsn
	
	10925



	98 Sig Bn
	M

ComdtLUGO.

J.
	10924



	Trps.

Divisional

Svc
	
	



	405 MT

Bn
	Comdt

VICER,

Andrew.
	10926





6. History.

Nov 45 Formed from loyal elements, of initial Aggressor uprising.

Dec 46—Apr 47 California campaign. Under I Corps.

May 47 Returned to Aggressor.

Jan 52 Reorganized.



178. 17 Artillery Division

a. Basic Elements.

FAJRO 11007 Texas Area

Unit Commander AFPO No. Hq & Hq Trps 108 Hv How Brig 470 Hv How Bn.. 471 Hv How Bn. . 472 Hv How Bn.. 106 M Gun Brig 460 M Gun Regt.. 461 M Gun Regt.. 107 M How Brig 490 M How Regt. 390 Hv Mort Brig.. 391 Hv Rkt Brig. .. 417 Obsn Bn Divisional Svc Trps. 417 Med Bn Col TRISTE, John. Col JIMENEZ, Aldo. Gen of Brig AJELE, Fundad. Col LUNIT, Defons 11028 11014 11018 11019 11020 11015 11016 11013 11021 11025- 11026 11029 11Ó3Ó b. History.

Nov 45 Formed from Spanish ' Civil War veterans.

Nov 46—Feb 47 California campaign. Under V Corps.

Mar 47 Returned to Aggressor.

Mar 48 Rejoined V Corps.

Mar 51 Identified supporting IX and XV Corps.

Apr 52 Located in Texas under Second Army.

Jan 53 Reorganized.



179. 18 Fusilier Artillery Division

a. Basic Elements.

MALLASI 10101 Army Group East Area









	Unit
	Commander
	AFPO No.




	CG.
	Div

Gen of

POLONSKI,

Benjiman.
	



	Deputy

Commander
	Gen of

Brig

COUGET,

Rolfe
	



	Hv

Brig

117 Fus

How
	Gen of

NESTER,

Brig

Ralston
	10108



	Bn

Hv

How

430 Fus
	
	10106



	Bn

Hv

495

Fus

How
	QUINTANA,

Egbert.

Comdt
	10107



	113 Fus

M

Gun

Brig
	
	10102



	Regt.

411 Fus

M Gun
	
	10103



	Regt.

425 Fus

M

Gun
	Col PEDRAS,

Conway.
	10105



	Brig

Hv

2 Fus

Mort
	
	10112



	411 Fus

Hv

Rkt

Brig.
	Col MESA,

Hector
	10111



	10 Fus

Bn

Sig
	
	10114



	Divisional

Svc

Tips
	
	



	418

Fus

MT

Bn
	
	












	Nov

45
	with

cadre

Formed

of

specially

chosen

officer

personnel.




	Apr

Dec

46—

47
	II

California

Under

campaign.

Corps.



	May

47
	to

Returned

Caribbean

area

; then

to

Aggressor.



	Dec

47
	II

Under

Corps.



	Nov

49
	II

with

area.

Reported

Corps

in

Caribbean



	Apr

52
	II

in

Identified

Texas

campaign,

Rifle

Corps.



	Oct

52
	to

Returned

Homeland.



	Dec

52
	Reorganized.



	Apr

53
	fusilier

title.

Awarded







180. 20 Artillery Division









	NAME

CODE
	AFPO

NUMBER
	LOCATION




	RIPROCI
	10296
	East

Area

Army

Group













	Unit
	Commander
	AFPO No.




	Hq

& Hq

Trps

116 Hv

How

Brig

114 M Gun

Brig

Brig

Hv

400

Mort

Hv

Rkt

416

Brig
	Col SAAVEDRA,

Grant
	10297

10300

10298

10309



	Divisional

Svc

Trps.

Co

420 Cm] Def
	
	10287

















	Dec
	45
	Formed

and
	trained
	especially
	for
	California




	
	
	campaign.
	
	
	
	





Jan 47 Withdrawn to Caribbean area.

May—Jun 49 Oct 49 Carolina campaign. Returned to Aggressor.

Jan 51 Units identified in Army Group West area.

Assigned to VII Artillery Corps.

Feb 52 Reorganized.



181. 21 Artillery Division

a. Basic Elements.

MASINO 30280 Army Group South Area









	Unit
	Commander
	AFPO No.




	109 Hv

Brig

How
	
	10210



	Deputy

Commander.
	COURRIERE,

Jacque.

Col
	



	491 Hv

How

Bn
	
	10215



	492 Hv

How

Bn
	
	10216



	498 Hv

How

Bn
	
	10218



	104 M

Gun

Brig
	
	10208



	486 M

Gun

Regt
	ARRID,

James.

Col
	10211



	487 M

Gun

Regt
	
	10212



	3 Obsn

Bn
	FIDAO,

Mitchel.

Maj
	10225



	Trps

Divisional

Svc
	Mike

DONAT,

Col
	10226





b. History.

Jan 46 Formed from former revolutionary army artil lery units.

Dec 46—Jan 47 California campaign. Under XX Corps.

Feb 47 Returned to Aggressor.

May—Jul 47 Caribbean area.

Aug—Dec 47 Florida campaign. Under XXVIII Corps.

Jan 48 Dec 49 Aug 51 Returned to Aggressor. Disbanded. Reformed in newly acquired territory. Located in Cuba under Seventh Army.

Jul 52 Returned to Aggressor.

Sep 52 Reorganized.

May—Jul 54 Southern Liberation Campaign.



182. 23 Artillery Division

a. Basic Elements.

ANGULO 31131 Army Group North Area









	Unit
	Commander
	AFPO No.*




	

CG
	Gen of

Div

John.

ABRAMS,
	



	26 Hv

How

Brig
	
	21133



	576 Hv

Bn

How
	Col NIGGLI,

Leonard.
	21144



	25 M

Gun

Brig
	
	31132



	Gun Regt.

499 M
	
	31140



	27

M

How

Brig
	Gen of

Brig SPADON,

Adrian.
	21134



	Brig

185 Hv

Mort
	
	31135



	Rkt

Hv

310

Brig
	
	





Mar 46 Feb 50 Formed from former professional soldiers. Reported as first unit designated to integrate all nationalities into a composite unit. This trial was very successful.

Reorganized. 7



183. 24 Artillery Division

a. Basic Elements.









	DIGI
	30066

,
	Area

Caribbean



	Unit
	Commander
	AFPO No.




	Hq

& Hq

Trps
	
	30067



	132 Hv

How

Brig
	
	



	Hv

408

How

Bn
	Col REUTER,

Warner
	30077



	131 M

Gun

Brig
	
	



	Regt.

401 M Gun
	Col VOLKMANN,

Adolf.
	30072



	133 M How

Brig
	
	



	Regt.

How

422 M
	
	30079



	Brig

395 Hv

Mort
	Col PUG,

John

L
	30081



	396 Hv

Rkt

Brig
	
	



	Svc

Trps.

Divisional
	
	



	Bn.

424 Med
	
	30086





CODE NAME AFPO NUMBER LOCATION i



6. History.








	Jun

46
	from

volunteers.

Formed




	Jun

47
	with

Identified

X

Corps.



	Dec

47
	Deactivated.





Dec 49—Mar 50 Reported reforming and being cadred by experienced officer cadre drawn from older units.

Aug 51 Conducted experiméntal mixing of different nationalities as unit commanders.

Aug 52 Reported in Caribbean area under Second Army.

Feb 53 Reorganized.



184. 25 Artillery Division



CODE NAME .AFPO NUMBER MILITI 11116 LOCATION Army Group East Area (?)









	Unit
	Commander
	AFPO No.




	
	Div

KARMIN,

Albert.

Gen

of
	



	ill

üv

now

Brig
	
	.11118



	110 M

Gun

Brig
	
	11117



	R«gt

412 M Gun
	Col RUIZ,

Salvador.'
	'llÍ20



	Regt

Gun

413 M
	Donald.

Col FOGOZAR,
	



	Brig

124 M

How
	
	11119



	Regt.

453 M How
	Gilbert

Col RIVEVA,
	11127



	Regt.

467 M How
	Richard.

Comdt

ROSAD,
	11128



	Trps.

Divisional

Svc
	
	



	Bnl.

425 MT
	Duane.

Comdt

ÁNGLAD,
	1Í135'


















	Jul

46
	Formed
	from
	artillerists
	of
	World
	War
	II






experience.

Aug 51 Under Eighth Army control.

Apr 52 Reorganized. . .

Sep 53 Present location uncertain.



185. 26 Artillery Division

a. Basic Elements.

CODE NAME AFPO NUMBER KADUKIGI 10601

LOCATION.. Army Group West Area









	Unit
	Commander
	AFPO No.




	Brig

135 Hv

How
	
	



	Bni.

478 Hv

How
	Karl:.

FRIEDE,

Comdt
	10607



	Bn

479 Hv

How
	
	10608



	Bn

480 Hv

How
	
	



	115 M

Gun

Brig
	
	10602



	Regt.

428 M

Gun
	Felton.

Col SOTOMAYER,

1
	10605



	Regt

Gun

434 M
	PIÈRANT,

• Comdt

Dominic
	10606



	155 M

How

Brig
	HERNAND,

of

Brig

Abraham.

Gen
	



	Regt.

476 M

How
	Peter

Col IRIZAVRY,
	



	Regt.

484 M

How
	Col OONIL,

Jesse
	



	415 Hv

Brig

Mort
	
	10611



	417 Hv

Rkt

Brig
	Ralph.

Col BARRENS,
	10612



	Bn

426 Oben
	
	10617



	Trps.

Divisional

Svc
	
	



	'

Bn

426 MT
	
	10618





Jun 46 Formed from participants of Aggressor uprising.

Dec 46—Jan 47 California campaign. Under XXI Corps.

Aug—Dec 47 Florida campaign.

Nov 49 Identified in Caribbean area.

11206

Aug 51 Mar 52 Identified in third Carolina campaign. Elements identified in Texas campaign.

Oct 52 Returned to Homeland.

Dec 52 Reorganized.



186. 31 Artillery Division

a. Basic Elements.









	Unit
	Commander
	APPO No.




	CG

127 Hv

How

Brig.



Gun

121 M

Brig

Trps.

Divisional

Svc
	Gen of

Div

Pence

SOTO,

Col ARROW,

Eugene

Jack.

Gen of

STEFFENS,

Brig

Col FUJII,

Hisao
	11208

11207





6. History.

Oct 46 Formed by expansion of 121st Artillery Brigade.

Dec 46—Apr 47 California campaign. Under II Mechanized

May 47 Corps. Returned to Aggressor.

Sep 47—Dec 49 St. Lawrence campaign. Under II Mechanized

Corps.

Dec 49 Aug 51 Remnants reported withdrawn to Aggressor. Reported in St. Lawrence area under Ninth Army.

Nov 51 Identified in second St. Lawrence campaign.

Sep 52 Returned to Homeland.

Nov 52 Reorganized.



187. 36 Artillery Division

a. Basic Elements.

CODE NAME AFPO NUMBER LOCATION LAUTA 31036 Southeast Asia Area









	Unit
	Commander
	AFPO No.




	-

CG

Brig

136 Hv

How
	Gen

of Div

NORRIS,

Ridle

K

REIGNIER,

Paul.

Gen

of

Brig
	31039



	Bn

485 Hv'How

126 M

Gun

Brig
	
	31046

31038



	Regt.

Gun

449 M
	
	31042



	Regt.

457 M Gun

146 M

How

Brig
	DERGRELL,

Gardiner.

Gen

of Brig
	



	Regt.

501 M How

Brig

423 Hv

Mort
	
	31053 (?)



	Mort

Bn

934 Hv

Rkt

425 Hv

Brig
	
	



	Trps.

Divisional

Svc

Bn

436 Med
	
	












	Late

46
	of

from

veterans

War

II.

Formed

World




	Apr

48
	Deactivated.



	Jan

50
	Reactivated

with

new

AFPO

code

name

and

number.



	Jul

51
	Asia

Tenth

Army.

Located

in

Southeast

under



	Jan

54
	Reorganized.







188. 38 Artillery Division










	NAME

CODE

VULKANO
	AFPO

NUMBER

20456
	LOCATION

Army

Group
	East

Area



	Unit
	
	Commander
	AFPO No.




	Deputy

Commander

137 Hv

How

Brig

489 Hv

Bn

How
	Gen

JALLA,

of

Brig
	Max.
	



	Gun

Brig

120 M

Regt.

Gun

463 M
	Gen

of

Brig
	MEUDROT,

Lawrence
	20457

20462



	138 M

How

Brig

510 M

How

Regt!
	Gen

of

Brig
	BAILLY,

Roland
	20459

20470



	Rkt

444 Hv

Brig

Bn

Rkt

944 Hv
	JOURDAIN,

Col
	Roger
	20472



	Trps

Divisional

Svc

438 MT

Bn
	
	
	20476








	b.
	History.













	Late

46
	former

of

foreign

artil

Formed

from

members



	
	lery

units.



	47—Oct

49

Sep
	XXXV

St.

Lawrence

area.

Under

Corps.



	Nov—Dec

49
	to

Aggressor.

Returned



	Jul

51
	Sixth

Under

Army.



	52

Mar
	Reorganized.







189. 39 Artillery Division

KRIPLADO 10756 Army Group West Area









	Unit
	Commander
	AFPO No.




	CG
	of

Div

IBAN,

Payne

Gen

B.
	



	141 Hv

Brig.

How
	Sol

of

GARCIT,

Gen

Brig
	10769



	Hv

How

Bn

514
	
	



	515 Hv

Bn

How
	M
	10766



	Hv

How

516

Bn
	
	



	140 M

Gun

Brig
	Sontag

of

GRANIF,

Gen

Brig
	10758



	Regt

511 M

Gun
	
	



	142 M

How

Brig
	FRONTER,

Gen

of

Brig

Miller
	



	517
	Regt

How
	10768



	Rkt

Hv

Brig

447
	
	10772



	Rkt

981 Hv

Bn
	
	



	Tips.

Divisional

Svc
	
	



	Med

Bn

439
	
	












	Nov

46
	for

service

under

Formed

IV

Mechanized

Corps.




	47

Mar—Aug
	XXX

In

Under

Caribbean

area.

Corps.



	Sep—Dec

47
	Florida

campaign.

Under

IV

Mechanized

Corps.



	Jan

48
	with

XXX

Caribbean.

area,

Corps.



	Sep

49
	to

Aggressor.

Returned



	Feb

50
	Artillery

with

XVI

Identified

Corps.



	Aug

51
	to

XI

assigned

Artillery

Reported

Corps.



	Apr

52
	Reorganized.







190. 50 Artillery Division

FAJILO 20690 Army Group North Area









	Unit
	Commander
	AFPO No.




	CG.:
	T

of

Div

DASHER,

Richard

Gen
	



	Brig

128 Hv

How
	Arty

Gen

of

Brig

BENAVIDAS,
	20692



	Bn

415 Hv

How
	Col OLIVER,

Humbert
	20693



	Bn

416 Hv

How
	Col GALBATT,

Marche
	20694



	469 Hv

How

Bn
	Col VINCENT,

Hugo
	20703



	129 M

Gun

Brig
	Col MARESCOT,

Childs
	20696



	Regt.

441 M

Gun
	liwis.

TAGLIAV,

Col
	



	130 M

How

Brig
	Mucus

NIGRELL,

Gen

of

Brig

A.
	20702



	Regt.

M

How

522
	Larry

AMBROSE,

Col
	30705



	Bn

74

Sig
	Comdt

Renner

VISCONT,
	20709





Jan 47 Formed originally from former "Alpini"

artillerists.

Feb 50 Identified under recently formed XVI

, .. Artillery Corps.

May 52 Reorganized.

Oct 52 Identified in Army Group North area with

. XVI Artillery Corps. .



191. 52 Artillery Division

a. Basic Elements.

1 Army Group East Area









	Unit
	Commander
	AFPO No.




	122 Hv

How

Brig
	Gen of Brig CARTEÎt,

Lawrence
	30727



	Bn.

'433 Hv

How
	
	





' ' b. History.

Jan 47 Formed with World War II artillery men for cadre.

Jan 48 Under III Mechanized Corps.

Aug 48 Feb 50 Disbanded. Reformed.

Jun 52 Reorganized.

Aug 52 Reported under VII Artillery Corps.



192. 53 Artillery Division ...

a. Basic Elements.

VENGO 20366 St. Lawrence Area

Unit Commander AFPO No. CG 145 Hv How Brig 410 Hv How Bn.. 147 M Gun Brig 537 M Gun Regt. 149 M How Brig 540 M How Regt. 492 Hv Rkt Brig 453 Obsn Bn •_ Gen of Div FROÇARD, Etienne. Gen of Brig DREYFUS, Norman W. 20367 20370 20368 20375 20369 20378 20384 20373








	Jan

47
	former

Organized

from

members

foreign

of




	
	artillery

army

units.



	Sep

47
	area

under

XXIV

St.

Lawrence

Corps.



	Jan

50
	Transferred

under

Ninth

to

XIX

Corps

Army.



	Feb

53
	Reorganized.








Section XI. ANTIAIRCRAFT DIVISIONS


193. 2 Antiaircraft Division

a. Basic Elements.

CODE NAME AFPO NUMBER 10290

LOCATION Southeast Asia Area









	Unit
	Commander
	AFPO No.




	CG

Deputy

Commander.

& Hq

Hq

Trps
	Div

Gen of

ACKERMAN,

Konrad.

Col VIDELA,

Rafael
	10241



	803 L

AA

Brig

1012 L

AA

Bn
	Heiu

Col GOLIAD,
	10246



	Trps

Divisional

Svc
	HENROIN,

Alfredo.

Comdt
	10260





b. History.

Dec 51 Formed with cadre from 803 Antiaircraft (AW) Brig.

Dec 52 Shipped to southeast Asia for assignment to Tenth Rifle Army.



194. 4 Antiaircraft Division

a. Basic Elements.

CODE NAME AFPO NUMBER LOCATION 20738









	Unit
	Commander
	AFPO No.




	CG

839 L AA

Brig
	Gen of

Brig SHAKHNAVADZE,

Shuta.

Col SUBIC,

Jan
	



	AA Bn.

1430 L
	
	14081



	AA Bn.

1432 L

404

Sig

Co
	Josef.

Capt

SHLUGA,
	14091





b. History.

Dec 51 Formed with cadre from 839 Antiaircraft

Jan 53 May 54 Dec 54 , (AW) Brigade. Assigned to VII Artillery Corps. Southern Liberation Campaign. Assigned to Army Group South.

195. 8Antiaircraft Division HECTORO Caribbean Area










	Unit
	Commander
	
	AFPO No.




	Deputy

Commftnr1nr_
	
	
	



	810

M AA Brig
	Col VERGRUGGEN,
	Jan.
	30148



	Bn

1500 M AA
	
	
	20850



	Bn

1501 M AA
	
	
	20831



	Bn

1502 M

AA
	
	
	28852



	408 Engr Co
	
	
	



	History.

b.

Dec

51
	with

from

Formed

cadre
	Antiaircraft

810
	Bri



	
	(Mbl)

in

Caribbean

gade
	Area.
	



	Nov

53
	to

Twelfth

Assigned
	Army.

Mechanized
	



	196.
	2
	Antiaircraft
	Division



	Elements.

Basic

a.

NAME

CODE
	1

AFPO

NUMBER
	LOCATION
	





FLUI 21260

Unit Commander AFPO No. 812 M AA Brig... 1508 M AA Bn. 1509 M AA Bn. 1510 M AA Bn. 1511 M AA Bn. Col SOLORZANO, Julian. Maj VOLIN, Emil. 21683 21261 21262 21264 197. 30 Fusilier Antiaircraft Division b. History.

Dec 51 Formed with cadre from 812 Antiaircraft Brigade (Mbl).

a. Basic Elements.

CODE NAME . AFPO NUMBER LOCATION

n

JUKO 32053 Caribbean Area









	Unit
	CoDemander
	AFPO No;




	CG
	Gen of

Div

OPOCH,

Boris
	



	Deputy

Commander.
	NIVELLE,

of

Aurelio.

Gen

Brig
	



	J

CofS.
	Roman

Col ROSAS,
	



	823 Fus

L

Brig

AA
	Col SIME,

Cyril

Warwycke
	11747



	Bn

, 11.92 Fus

L

AA
	
	11232



	824 Fus

M

AA Brig
	SATINOVICE,

Gatze.

of

Brig

Gen
	21685



	1197 Fus

Bn.

M

AA
	
	11237



	Bn.

H99

Fus

M

AA
	
	11239



	430 Fus

Engr

Co
	
	11240



	439 Fus

Sig

Co
	
	



	Trps

Divisional

Svc
	Comdt

PHLOYRHROM,

Banchob.
	,11242



	430 Fus

MT

Co
	
	11243





Jan 52 Formed with cadre from 823 Antiaircraft (AW) Brigade in the Caribbean Areá.

Jan 53 ' Awarded the title of Fusilier for heroic antiaircraft defense of Caribbean Area Headquarters.



198. 32 Antiaircraft Division

a. Basic Elements.

MELEAGRO St. Lawrence Area









	Unit
	Commander
	AFPO No.




	Commander.

Deputy

828

M

AA

Brig

Bn

1229 M
	Col DORNANO,

Carlos

Col MAGALHAES,

Corvalhao.
	10809

11880



	AA

AA Bn

1230 M

Bn

1231 M

AA
	
	21450





b. History.

Jan 52 Formed with cadre from 828 Antiaircraft Brigade (MbI).



199. 34 Antiaircraft Division

a. Basic Elements.

TRUNKO •' •









	Unit
	Commander
	AFPO No.




	Brig

M

832

AA

Bn.

1316 M

AA
	Pedro.

GARRIDOS,

Col
	30666





Jan 52 Formed with cadre from 832 Antiaircraft , Brigade (Mbl).



200. 40 Antiaircraft Division

a. Basic Elements.

AMBOSO 21516









	Uoit
	Commander
	AFPO No.




	AA Brig

820 M
	
	20684



	AA Bn.

1180 M
	
	21525



	AA Bn.

1181 M
	
	



	AA Bn.

1182 M
	
	



	AA Bn.

1183 M
	
	21528



	Trpsl.

Brig

Svc
	Henry

Comdt

MALAVIA,
	21529



	821 L

AA Brig
	
	31346



	Cmdr

Deputy
	DAULATRAM,

Madhao

Chandulal.

Col
	



	Bn

1184 L

AA
	
	21530



	Bn

1185 L

AA
	
	



	Bn

1187 L

AA
	
	21533



	440 Sig Co.
	Pitirim.

Capt

FITSCHEV,
	





b. History.

Jun 52 Formed with cadre from 820 Antiaircraft Brigade (Mbl). ,



201. 41 Antiaircraft Division

a. Basic Elements.

LACERTO Caribbean Area









	Unit
	Commander
	AFPO No.




	AA Brig

801 L

1004 L

AA Bn
	Element

Col LYCZAK,
	11742



	1006 L

AA Bn

Brig.:.

804 M

AA

Bn

1017 M

AA
	Gen

Brig

MACLORAN,

Victor

of
	' 11807



	Trps.

Svc

Divisional

441 Med

Co
	
	





b. History.

Feb 52 Formed with cadre from the 804 Antiaircraft Brigade (Mbl) in Caribbean area. •



202. 43 Antiaircraft Division

a. Basic Elements.

PAROLI 31558 Army Group East Area










	Unit
	
	Commander
	AFPO No.




	805 L

Brig

AA
	Col LEEB,
	Ritter.

von

Wolfgang
	11743



	Bn

1023 L

AA
	
	
	



	Brig

806 M

AA
	Col LUNDKVIST,
	Daag

Per
	21290



	1024 M

AA. Bn_
	
	
	



	Bn.

1026 L

AA
	
	
	



	443 Engr

Co
	FLORSHEIMER,

Capt
	Gleb
	31570



	History.

ö.

Feb

52

Nov

52
	4

with

Formed

cadre

Assigned

to

Third
	from

L

AA

805

Mechanized

Army.
	Brigade.



	203.
	6
	Antiaircraft

Division
	



	Basic

a.
	Elements.
	
	



	NAME

CODE
	AFPO

NUMBER
	LOCATION
	





JEN - 31980 Army Group North Area









	Unit
	Commander
	AFPO No.




	814

M

AA Brig
	Mieczyslav.

Col KTJKASH,
	



	1516 M

AA Bn
	
	



	1517 M

AA Bn
	
	



	Bn

1519 M

AA
	
	



	817 L

Brig

AA
	Hai-Tao

Col LIAO
	31344



	1044 L

Bn

AA
	
	



	1045 L

Bn

AA

AA Bn

1046 L
	
	



	1047 L

Bn

AA
	
	



	446 Sig

Co
	Capt

AVERESCU,

Andras
	



	Tips.

Divisional

Svc
	GERBONI,

Salvador.

Comdt
	



	MT

446

Co
	
	31670



	History.

b.
	
	



	Feb

52
	4

with

cadre

from

817

Formed

(AW)

Brigade.
	Antiaircraft



	Sep

53
	to

Fifteenth

Assigned

Mechanized
	Army.



	204.
	7

Antiaircraft
	Division



	Basic

a.
	Elements.
	



	NAME

CODE
	AFPO

NUMBER

LOCATION
	





MIGDALO







	Santo.

CASTRO,

Stenka

31342



	30803

KERLECQ,

Ima





Feb 52

Formed with cadre from 808 Antiaircraft (AW) Brigade.



205. 55 Antiaircraft Division

a. Basic Elements.

OBSTINA Army Group West Area









	Unit
	Commander
	AFPO No.




	836 M AA Brig

1418 M

AA Bn
	Gen

of Brig

JOLAS,

Pedro

le
	



	1419 M

AA

Bn.

1420 M

AA

Bn.

837 L

AA Brig
	FIROUZ,

Regulo

Col
	21690



	Bn.

1422 L

AA

AA Bn.

1423 L
	
	



	AA Bn.

1424 L

1425 L

AA Bn.
	Comdt

HARARI,

Herman
	





b. History.

Feb 52 Formed with cadre from 837 Antiaircraft (AW) Brigade.

Mar 53 Assigned to Twentieth Mechanized Army.



206. 69 Antiaircraft Division

a. Basic Elements.

CODE NAME AFPO NUMBER LOCATION KVALITO









	Unit
	Commander
	AFPO No.




	811 L

AA Brig

Bn

1504 LAA
	Col ECOSSE,

Ernesto
	31343



	AA Brig

816 M
	
	



	Bn.

1040 M

AA
	
	



	AA Bn.

1042 M
	Comdt

GARCIA,

Toefilo.
	





b. History.

Mar 52 Formed with cadre from 811 Antiaircraft (AW) Brigade.






CHAPTER 4 GROUND UNITS, DIVISIONAL C

r

«

!

€


Rifle Regiments












	IN U.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	1
	Div.

3 Rifle
	
	67
	21 Rifle Div
	



	2
	Div.

5 Rifle
	
	70
	11 Rifle Div
	



	3
	Div.

1 Rifle
	
	71
	40 Rifle Div
	



	4
	Div.

4 Rifle
	
	72
	

19 Rifle Div
	



	5
	Div.

1 Rifle
	
	81
	65 Rifle Div
	



	6
	Div.

3 Rifle
	
	88
	23 Rifle Div
	



	7
	Div.

4 Rifle
	
	89
	Rifle Div

23
	



	g
	Div.

2 Rifle
	
	90
	23 Rifle Div
	



	12
	Div

42 Rifle
	
	92
	59 Rifle Div
	



	13
	Div.

6 Rifle
	
	94
	Rifle Div

94
	



	14
	Div.

6 Rifle
	
	96
	Rifle Div

40
	



	
	Div.

6 Rifle
	
	97
	Rifle Div

94
	



	15
	Div.

2 Rifle
	
	99
	Rifle Div.
	



	16
	Div.
	
	
	40

_

51 Rifle Div
	



	17
	2 Rifle
	
	101
	51

Rifle Div
	



	18
	Div

42 Rifle
	
	102
	f
	



	19
	Div.

9 Rifle
	
	103
	!51'

Rifle Div.

_
	



	20
	Div.

7 Rifle
	
	104
	Rifle Div

52
	



	21
	Div

42 Rifle
	
	108
	34 Rifle Div.

_
	



	25
	Div.

7 Rifle
	
	113
	52 Rifle Div
	



	26
	Div.

9 Rifle
	
	114
	52 Rifle Div
	



	27
	Div.

7 Rifle
	
	115
	Rifle Div.

58

_
	



	28
	Div.

I Rifle
	
	116
	85 Rifle Div
	



	30
	Div.

9 Rifle
	
	119
	60 Rifle Div
	



	32
	Div

44 Rifle
	
	121
	Rifle Div

86
	



	33
	Div.

3 Rifle
	
	142
	30 Rifle Div
	



	34
	4

Div.

Rifle
	
	148
	37 Rifle Div
	



	36
	44 Rifle

Div.
	
	151
	12 Rifle Div.

_
	



	37
	II

Div.

Rifle
	
	164
	Rifle Div

80
	



	38
	Div

Rifle

44
	
	172
	18 Rifle'Div

j
	



	39
	Div.

5 Rifle
	
	174
	85 Rifle Div
	



	40
	Div.

19 Rifle
	
	175
	Rifle Div

80
	



	41
	Div.

5 Rifle
	
	176
	Div

86

Rifle
	



	42
	Div

13 Rifle
	
	186
	87 Rifle Div
	



	43
	Div

13 Rifle
	
	199
	87 Rifle Div
	



	45
	Div

11 Rifle
	
	200
	83 Rifle Div
	



	47
	Div.

13 Rifle
	
	204
	83 Rifle Div
	



	49
	16 Rifle

Div.
	
	206
	Rifle Div

83
	



	51
	Div

39 Rifle
	
	213
	95 Rifle Div
	



	54
	Div

12 Rifle
	
	239
	29 Rifle Div
	



	55
	Div

19 Rifle
	
	241
	

Div

29 Rifle
	



	58
	Div.

85

Rifle
	
	243
	29 Rifle Div.

_
	



	62
	Div.

12 Rifle
	
	310
	61 Rifle Div
	
















	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	312
	Div

Rifle

61
	
	421
	Div.

Rifle

96
	



	315
	Div.

Rifle

62
	
	422
	Div.

Rifle

96
	



	316
	Div.

Rifle

62
	
	441
	Div.

Rifle

33
	



	322
	Div.

Rifle

64
	
	444
	Div.

32

Rifle
	



	324
	Div.

Rifle

64
	
	446
	Div.

Rifle

37
	



	355
	Div.

Rifle

66
	
	450
	Div.

Rifle

33
	



	401
	Div.

Rifle

90
	
	451
	Div.

Rifle

33
	



	403
	Div.

Rifle

91
	
	454
	Div.

Rifle

34
	



	404
	Div.

Rifle

91
	
	456
	Div.

30

Rifle
	



	405
	Div.

Rifle

91
	
	462
	Div.

Rifle

35
	



	414
	Div.

Rifle

15
	
	463
	Div.

35

Rifle
	



	415
	Div.

Rifle

15
	
	464
	Div.

Rifle

35
	



	416
	Div.

Rifle

15
	
	465
	Div.

Rifle

36
	



	420
	Div.

Rifle

96
	
	467
	Div.

Rifle

36
	







208. Fusilier Rifle Regiments












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	8
	Div

16 Fus

Rifle
	
	28
	Div.

16 Fus

Rifle
	



	11
	Div

40 Fus

Rifle
	
	31
	Div

10 Fus

Rifle
	



	12
	Div

40 Fus

Rifle
	
	44
	Fus

Div

8

Rifle
	



	14
	Div

16 Fus

Rifle
	
	60
	Div

14 Fus

Rifle
	



	16
	8 Fus

Div

Rifle
	
	438
	Div

31 Fus

Rifle
	



	17
	Div

41 Fus

Rifle
	
	439
	Div

31 Fus

Rifle
	



	18
	Div

41 Fus

Rifle
	
	440
	Div

31 Fus

Rifle
	



	21
	Div

41 Fus

Rifle
	
	
	
	







209. Mountain Rifle Regiments












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	105

110

111

139
	92 Mtn

Div.

54 Mtn

Div.

54 Mtn

Div.

92 Mtn

Div.
	
	165

319

320
	73 Mtn

Div.

63 Mtn

Div.

63 Mtn

Div.
	







210. Fusilier Mountain Rifle Regiments












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks



	88

92
	Div

18 Fus

Mtn

Div

18 Fus

Mtn
	
	98
	Mtn

18 Fus

Div
	








211. Motorized Rifle Regiments












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	325

326

328
	40 Tk

Div.

33 Tk

Div.

32 Tk

Div.
	
	343

359
	Div.

43 Tk

37 Tk

Div.
	







212. Fusilier Motorized Rifle Regiments









	No.
	Parent organization
	Remarks




	
	Tk

Div.

31 Fus
	







213. Mechanized Rifle Regiments












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	5
	6 Mecz

Div
	
	21
	Div.

22 Mecz
	



	8
	Div.

17 Mecz
	
	23
	Div.

22 Mecz
	



	9
	Div

6 Mecz
	
	27
	Div.

38 Mecz
	



	15
	Div.

13 Mecz
	
	28
	Div.

38 Mecz
	



	17
	Div

2 Mecz
	
	32
	Div.

34 Mecz
	



	41
	Div.

25 Mecz
	
	242
	Div

3 Mecz
	



	42
	Div

2 Mecz
	
	251
	Div

3 Mecz
	



	43
	Div.

25 Mecz
	
	274
	Div

7 Mecz
	



	71
	2 Mecz

Div
	
	282
	Div.

16 Mecz
	



	99
	Div.

17 Mecz
	
	350
	Div.

38 Mecz
	



	131
	5 Mecz

Div
	
	411
	Div.

11 Mecz
	



	133
	Div

5 Mecz
	
	413
	Div.

11 Mecz
	



	180
	Div.

13 Mecz
	
	418
	Div.

11 Mecz
	



	230
	3 Mecz

Div
	
	
	
	







214. Fusilier Mechanized Rifle Regiments












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	1
	Div

19 Fus

Mecz
	
	203
	Div

4 Fus

Mecz
	



	2
	Fus

Div

20

Mecz
	
	207
	15 Fus

Div.

Mecz
	



	4
	Div

19 Fus

Mecz
	
	208
	Div

1 Fus

Mecz
	



	5
	Div

19 Fus

Mecz
	
	211
	Div

1 Fus

Mecz
	



	6
	Div

20 Fus

Mecz
	
	218
	Div.

15 Fus

Mecz
	



	10
	20 Fus

Div

Mecz
	
	233
	15 Fus

Div.

Mecz
	



	201
	4 Fus

Div

Mecz
	
	380
	Div.

21 Fus

Mecz
	



	202
	4 Fus

Div

Mecz
	
	382
	8 Fus

Div

Mecz
	







Section II. AIRBORNE UNITS


215. Airborne Brigades












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	18
	9 Abn

Div
	
	44
	Div.

56 Abn
	



	19
	9 Abn

Div
	
	45
	Div.

56 Abn
	



	27
	28 Abn

Div_
	
	51
	Div.

66 Abn
	



	28
	Div.

28 Abn
	
	100
	Div.

9 Abn

_
	



	29
	15 Abn

Div
	
	103
	Div.

15 Abn
	



	31
	Div

15 Abn
	
	117
	Div.

27 Abn
	



	34
	Div.

49 Abn
	
	122
	Div.

56 Abn
	



	35
	Div.

49 Abn
	
	128
	Div.

28 Abn
	



	38
	Div.

27 Abn
	
	149
	Div.

49 Abn
	



	39
	Div.

27 Abn
	
	
	
	







216. Airborne Rifle Battalions












	No.
	Parent organization
	Bemarks
	No,
	Parent organ]cation
	Remarks




	21
	Brig

44 Abn
	
	80
	Brig

34

Abn
	



	22
	Brig

44 Abn
	
	112
	Brig

35 Abn
	



	23
	Brig

44 Abn
	
	114
	Brig

35 Abn
	



	24
	Brig.

122 Abn
	
	121
	Brig.

19 Abn
	



	25
	Brig.

122 Abn
	
	125
	Brig

19 Abn
	



	26
	Brig

45 Abn
	
	131
	Brig

19 Abn
	



	27
	Brig

45 Abn
	
	133
	Brig.

100 Abn
	



	28
	Brig

45 Abn
	
	141
	Brig

28 Abn
	



	36
	Brig

18 Abn
	
	142
	Brig

28 Abn
	



	37
	Brig

18 Abn
	
	143
	Brig

28 Abn
	



	38
	Brig

18 Abn
	
	168
	Brig

29 Abn
	



	39
	Brig.

100 Abn
	
	169
	Brig

29 Abn
	



	45
	Brig

27 Abn
	
	171
	Brig.

103 Abn
	



	46
	Brig

27 Abn
	
	188
	Brig

31 Abn
	



	47
	Brig

27 Abn
	
	190
	Brig

31 Abn
	



	51
	Brig

38 Abn
	
	191
	Brig.

103 Abn
	



	52
	Brig

38 Abn
	
	193
	Brig

39

Abn
	



	53
	Brig

38 Abn
	
	194
	Brig

' 39

Abn
	



	54
	Brig.

117 Abn
	
	195
	Brig

39 Abn
	



	79
	Brig

34 Abn
	
	196
	Brig.

117 Abn
	







217. Airborne Antiaircraft Machinegun Companies












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	36

38

46
	Brig.

18 Abn

Brig.

19 Abn

38 Abn

Brig
	
	56

88

90
	Brig.

28 Abn

Abn Brig.

44

Brig.

45 Abn
	







218. Airborne Antitank Companies












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	7

18

19

27

28
	Brig.

51 Abn

Brig.

18 Abn

Brig.

19 Abn

Brig.

27 Abn

Brig.

28 Abn
	
	33

35

44

45
	Brig.

34

Abn

Brig.

35 Abn

Brig.

Abn

44

Brig.

45 Abn
	







219. Airborne Armored Car Battalions












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks



	7

53
	Div.

28 Abn

Div

9 Abn
	
	57

96
	Div.

15 Abn

Div.

27 Abn
	








220. Airborne Motorcycle Companies












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	18
	Brig.

18 Abn
	
	29
	Brig.

Abn

29
	



	19
	19 Abn

Brig
	
	44
	Brig

44

Abn
	



	27
	Brig.

27 Abn
	
	45
	Brig.

45 Abn
	



	28
	Brig.

28 Abn
	
	
	
	







221. Airborne Gun Regiments












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks



	909

922
	Div

9 Abn

Div.

56 Abn
	
	937

950
	Div.

28 Abn

Div.

15 Abn
	








222. Airborne Howitzer Batteries












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	920

921

928

934
	18 Abn

Brig

Brig.

19 Abn

Brig.

28 Abn

Brig.

29 Abn
	
	944

945

999
	Brig

44

Abn

Brig

Abn

45

Brig

39 Abn
	
















	
	
	A
	
	
	



	223.
	
	
	
	irborne

Mortar
	Batteries




	No.
	Parent organization
	Bemarks
	No.
	Parent organization
	Hemarks



	19
	19 Abn Brig.
	A
	45
	45 Abn

Brig.
	
















	No.
	Parent organization
	Hemarks
	No.
	Parent organization
	Remarks



	18
	18 Abn Brig.
	
	35
	35 Abn Brig.
	



	19
	19 Abn Brig.
	
	44
	44 Abn Brig.
	



	29
	Brig.

29 Abn
	
	45
	45 Abn Brig.
	



	225.
	
	A
	
	irborne

Signal
	Companies

















	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks



	18
	18 Abn

Brig
	
	44
	Brig.

44 Abn
	



	19
	Brig.

19 Abn
	
	45
	Brig.

45 Abn
	



	28
	Brig.

28 Abn
	
	
	
	




	226.
	
	A
	
	irborne

Motor
	Transport















	No.
	Parent organization
	Remarks
	
	




	15
	Div

15 Abn
	
	
	



	227.
	
	A
	irborne
	Motor

Transport



	No.
	Parent organization
	Remarks
	No.

Parenttirgamzation
	Remarks















	Parent organization
	Remarks
	No.
	Parenttirgamzation
	Remarks




	18 Abn

Brig
	
	945
	45 Abn Brig
	



	
	
	
	
	A
















	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	9

20
	9 Abn Div.

Div.

28 Abn
	
	22
	56 Abn Div.
	
















	229.
	
	
	irborne
	Medical
	Companies



	No.
	Parent organization
	A

A

Remarks
	No.
	Parent organization
	Remarks




	
	Brig-

19 Abn
	
	944
	Brig.

44 Abn
	
















	No.
	Parent organization
	^

Remarks

>
	
	
	



	128
	Div.

Abn

28
	
	
	
	



	231.
	Section

III.
	H

ARMORED

eavy
	AND

CAVALRY

Tank
	and

Sp
	UNITS

Gun

Regiments









Section III. ARMORED AND CAVALRY UNITS












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	4
	Div

2 Mecz
	
	110
	Tank

Div.

40
	



	30
	Div

11 Mecz
	
	664
	Div.

43 Tank
	



	40
	33 Tank

Div.
	
	667
	Div.

Tank

50
	



	54
	Div.

17 Mecz
	
	699
	Div.

42 Tank
	



	58
	32 Tank

Div.
	
	
	
	



	232.
	
	F
	usilier
	and

Heavy

Tank
	Gun

Sp



	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks
















	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks



	7

12
	Div

19 Fus

Mecz

1 Fus

Div

Mecz
	M
	59

69
	Div

15 Fus

Mecz

Div

4 Fus

Mecz
	



	233.
	
	
	edium
	Tank

Regiments
	



	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks

















	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	1
	Div

1 Rifle
	
	45
	43 Tank

Div
	



	3
	Div

2 Mecz
	
	46
	43 Tank

Div
	



	5
	50 Tank

Div
	
	47
	Tank

Div

43
	



	6
	Div

6 Rifle
	
	50
	Div

2 Rifle
	



	8
	Div

3 Mecz
	
	51
	Div.

51 Rifle
	



	11
	37 Tank

Div
	
	52
	Div.

52 Rifle
	



	19
	32 Tank

Div
	
	54
	Div.

Mtn

54
	



	24
	11 Mecz

Div
	
	63
	32 Tank

Div
	



	26
	Div

17 Mecz
	
	66
	66 Rifle Div.
	



	28
	Div

19 Mecz
	
	71
	Tank

40

Div
	



	29
	33 Tank

Div
	
	73
	33 Tank

Div
	



	32
	33 Tank

Div
	
	74
	37 Tank

Div
	



	39
	16 Mecz

Div
	
	81
	Div

5

Mecz
	



	42
	42 Tank

Div
	
	84
	Div

6 Mecz
	
















	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	86
	Div.

37 Tank
	
	121
	Div.

11 Rifle
	



	89
	87 Rifle

Div_
	
	127
	Div

7 Rifle
	



	92
	Div.

34

Mecz
	
	132
	Div.

32 Rifle
	



	93
	Div.

35 Mecz
	
	134
	Div.

34 Rifle
	



	98
	Tank

Div.

50
	
	139
	Div.

39 Rifle
	



	100
	50 Tank

Div.
	
	142
	Div.

42 Rifle
	



	104
	Div

4 Rifle
	
	151
	Div.

21 Rifle
	



	it«

111
	Div.

38 Mecz
	
	161
	Div.

61 Rifle
	



	113
	Div.

13 Rifle
	
	200
	Div.

96 Rifle
	






234. Fusilier Medium Tank Regiments












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	1

6

13

14

22

53

82

83
	1 Fus

Div

Mecz

Div

Tank

31 Fus

10 Fus

Cav

Div

Div

15 Fus

Mecz

4 Fus

Div

Mecz

Div

Tank

31 Fus

Div

19 Fus

Mecz

20 Fus

Mecz

Div
	
	91

99

114

128

131

141

160
	8 Fus

Div

Mecz

31 Fus

Tank

Div

Div.

14 Fus

Rifle

8 Fus

Div

Rifle

Div.

31 Fus

Rifle

Div

41 Fus

Rifle

Div.

10 Fus

Rifle
	







235. Cavalry Regiments












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	10

20

21
	Div.

12 Cav

Div.

12 Cav

Div.

14 Cav
	
	25

27

38
	12 Cav

Div.

Div.

14 Cav

Div

9 Cav
	







236. Fusilier Cavalry Regiments












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	15

16
	Div

10 Fus

Cav

Div

10 Fus

Cav
	
	23
	10 Fus

Div

Cav
	







237. Motorcycle Battalions












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	4

103

105

107
	4 Rifle*Div.

3 RiflejDiv.

Div.

5 Rifle

7 Rifler

Div.
	
	Ill

113

119

121
	Div.

11 Rifle

Div.

13 Rifle

Div.

19 Rifle

Div.

21 Rifle
	
















	No.
	Parent organisation
	Remarks
	No.
	Parent organisation
	Remarks




	123
	Div_

Rifle

23
	
	194
	Div.

94 Rifle
	



	133
	Div_

33

Rifle
	
	302
	Div

2 Mecz
	



	134
	Div

Rifle

34
	
	305
	Div

5 Mecz
	



	135
	Div.

Rifle

35
	
	311
	Div.

11 Mecz
	



	136
	Div.

Rifle

36
	
	313
	Div.

13 Mecz
	



	139
	Div.

Rifle

39
	
	332
	32 Tank

Div.
	



	142
	Div.

Rifle

42
	
	333
	33 Tank

Div.
	



	144
	Div.

Rifle

44
	
	334
	Div.

34 Mecz
	



	152
	Div.

52

Rifle
	
	335
	Div.

19 Mecz
	



	159
	Div.

Rifle

59
	
	337
	37 Tank

Div.
	



	183
	Div

Rifle

83

_
	
	342
	42 Tank

Div.
	



	185
	Div.

85

Rifle
	
	343
	43 Tank

Div.
	



	190
	Div.

90

Rifle
	
	346
	Div.

38 Mecz
	



	191
	Div

.91

Rifle
	
	
	
	





c

<

«



238. Fusilier Motorcycle Battalions












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	108

110

114

131

140

301
	8 Fus

Div

Rifle

Div

10 Fus

Rifle

Div

14 Fus

Rifle

Div

31 Fus

Rifle

Div

40 Fus

Rifle

Div

1 Fus

Mecz
	
	304

315

319

321

331

339
	Div

4 Fus

Mecz

Div

15 Fus

Mecz

19 Fus

Div.'.

Mecz

21 Fus

Div

Mecz

Div

31 Fus

Tank

8 Fus

Div.'.l

Mecz
	







239. Cavalry Reconnaissance Squadrons




	Remarks








240. Fusilier Cavalry Reconnaissance Squadrons









	No.
	Parent organization
	Remarks




	310
	10 Fus

Cav

Div
	








Section IV. FIELD ARTILLERY UNITS












	
	
	H
	
	
	



	241.
	Section
	IV.

FIELD
	
	UNITS

ARTILLERY

eavy

Howitzer
	Brigades



	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	26
	Div.

23 Arty
	
	128
	Div.

50 Arty
	



	102
	5 Arty

Div
	
	132
	Div.

24 Arty
	



	108
	Div.

17 Arty
	
	135
	26 Arty

Div.
	



	109
	Div.

21 Arty
	
	136
	Div.

36 Arty
	



	111
	Div.

25 Arty
	
	137
	38 Arty

Div.
	



	116
	Divl

20 Arty
	
	141
	Div.

39 Arty
	



	122
	Div.

52 Arty
	
	145
	Div.

53 Arty
	



	127
	Div.

31 Arty
	
	
	
	



	242.
	
	F
	
	usilier

Heavy
	Howitzer

Brigades



	No.
	Parent organization
	Remarks
	
	
	



	117
	18 Fus

Arty

Div
	
	
	
	

















	No.
	Parent organization
	Remarks
	
	
	
	



	117
	18 Fus

Div

Arty
	
	
	
	
	



	243.
	
	M
	
	edium
	Gun
	Brigades



	No.
	Parent organization
	Remarks
	No.
	Parent organization
	
	Remarks
















	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	25
	23 Arty

Div.
	F
	120
	Div.

38 Arty
	



	101
	Div

5 Arty
	
	121
	Div.

31 Arty
	



	104
	Div.

21 Arty
	
	126
	Div.

36 Arty
	



	106
	Div.

17 Arty
	
	129
	Div.

50 Arty
	



	110
	Div.

25 Arty
	
	131
	24 Arty

Div
	



	114
	Div.

20 Arty
	
	140
	Div.

39 Arty
	



	115
	Div.

26 Arty
	
	147
	Div.

53 Arty
	



	244.
	
	
	
	usilier

Medium
	Brigades

Gun



	No.
	Parent organization
	Remarks
	
	
	
















	No.
	Parent organization
	Remarks
	
	
	



	113
	18 Fus

Arty

Div
	
	
	
	




	245.
	
	M
	
	edium

Howitzer
	Brigades



	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks
















	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	27

103

107

124
	Div.

23 Arty

Div

5 Arty

17 Arty

Div.

Div.

25 Arty
	
	138

142

146

149
	Div.

38 Arty

Div.

39 Arty

Div.

Arty

36

Div.

53 Arty
	



	130

133
	Div.

50 Arty

Div.

24 Arty
	
	155
	Div.

Arty

26
	






246. Medium Gun Regiments












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	401
	Gun

Brig.

131 M
	
	457
	126 M Gun

Brig.
	



	404
	Brig.

101 M

Gun
	
	460
	Gun

Brig.

106 M
	



	409
	Brig.

Gun

101 M
	
	461
	Gun

Brig.

106 M
	



	412
	Gun

Brig.

110 M
	
	463
	Gun

Brig

120 M
	



	413
	Gun

Brig.

110 M
	
	486
	Gun

Brig.

104 M
	



	428
	Gun

Brig.

115 M
	
	487
	Gun

Brig.

104 M
	



	434
	Brig.

Gun

115 M
	
	499
	Brig

Gun

25 M
	



	441
	Brig.

Gun

129 M
	
	511
	Gun

Brig

140 M
	



	449
	Brig.

Gun

126 M
	
	537
	Gun

Brig.

147 M
	







247. Fusilier Medium Gun Regiments












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	411
	113 Fus

M

Gun

Brig
	
	425
	113 Fus

Gun

M

Brig
	







248. Medium Howitzer Regiments












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	3
	Div.

40

Rifle
	
	240
	Div

6 Mecz
	



	9
	Div.

16 Rifle
	
	244
	Div

17 Mecz
	



	32
	Div

5 Mecz
	
	247
	Div

16 Mecz
	



	73
	Div.

21 Rifle
	
	248
	Div

11 Mecz
	



	105
	Div

4 Rifle
	
	252
	6 Rifle Div
	



	112
	Div

1 Rifle
	
	255
	Div

3 Mecz
	



	118
	Div

7 Rifle
	
	256
	23 Rifle Div
	



	121
	Div.

51 Rifle
	
	257
	2 Mecz Div
	



	127
	Div

3 Rifle
	
	422
	Brig.

How

133 M
	



	128
	Div

2 Rifle
	
	451
	Brig.

103 M

How
	



	131
	Div.

11 Rifle
	
	453
	Brig.

124 M

How
	



	144
	Div.

13 Rifle
	
	459
	Brig.

How

103 M
	



	149
	Div.

91 Rifle
	
	467
	Brig.

124 M

How
	



	157
	Div.

9 Rifle
	
	476
	How

Brig.

155 M
	



	164
	Div.

90

Rifle
	
	484
	Brig

155 M

How
	



	170
	Div.

Rifle

86
	
	490
	How

Brig.

107 M
	



	171
	Div.

Rifle

52
	
	501
	Brig.

146 M

How
	



	196
	Div.

19 Rifle
	
	510
	Brig.

How

138 M
	



	197
	Div.

42

Rifle
	
	517
	How

Brig.

142 M
	



	210
	Div.

96

Rifle
	
	522
	Brig.

130 M

How
	



	213
	Div.

85

Rifle
	
	540
	How

Brig.

149 M
	



	217
	Div.

67 Rifle
	
	
	
	







249. Fusilier Medium Howitzer Regiments












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	
	1 Fus

Div

Mecz

Div

4 Fus

Mecz

Div

15 Fus

Mecz

Div

19 Fus

Mecz
	
	140

158

181
	Fus

Div

8

Rifle

Div

14 Fus

Rifle

Div

31 Fus

Rifle

_
	







250. Light Gun Regiments












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	4

13

16

20

25

52

53

84

92
	Div.

42 Rifle

Div

6 Rifle

Div.

87 Rifle

Div.

58

Rifle

Div.

51 Rifle

Div

5 Rifle

Div.

85 Rifle

Div.

Rifle

96

Div.

64 Rifle
	
	106

113

114

115

122

130

134

142

148
	Div.

32 Rifle

Div

9 Rifle

Div.

19 Rifle

Div

7 Rifle

Div

2

Rifle

Div.

11 Rifle

Div.

12 Rifle

Div.

13 Rifle

Div.

91 Rifle
	



	98

102
	Div.

33 Rifle

Div

4

Rifle
	
	155

161
	Div.

36 Rifle

Div.

90

Rifle
	







251. Fusilier Light Gun Regiments












	No.
	Parent organization
	Hemarks
	No.
	Parent organization
	Remarks




	22

56

120
	Div

16 Fus

Rifle

Div

Fus

Rifle

40

Div

14 Fus

Rifle
	
	145

180
	18 Fus

Mtn

Div

Div

31 Fus

Rifle
	







252. Heavy Howitzer Battalions












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	408
	Hv

Brig.

How

132
	
	478
	135 Hv

Brig.

How
	



	410
	Hv

Brig.

How

145
	
	479
	135 Hv

Brig

How
	



	415
	Hv

Brig.

How

128
	
	480
	135 Hv

Brig.

How
	



	416
	Hv

Brig.

How

128
	
	485
	136 Hv

Brig.

How
	



	420
	Hv

Brig.

How

102
	
	489
	137 Hv

Brig.

How
	



	423
	Hv

Brig.

How

102
	
	491
	109 Hv

Brig

How
	



	427
	Hv

Brig.

How

102
	
	492
	109 Hv

How

Brig
	



	433
	Hv

Brig.

How

122
	
	498
	109 Hv

Brig.

How
	



	469
	Hv

Brig.

How

128
	
	514
	141 Hv

Brig.

How
	



	470
	Hv

Brig.

How

108
	
	515
	141 Hv

Brig.

How
	



	471
	Hv

Brig.

How

108
	
	516
	141 Hv

Brig.

How
	



	472
	Hv

Brig.

How

108
	
	576
	Brig

Hv

How

26
	
















	
	
	F
	
	
	



	253.
	
	
	usilier
	Heavy

Howitzer
	Battalions



	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	
	Hv

117 Fus

How
	
	
	Hv

117 Fus

How
	



	
	Brig
	
	495
	Brig.
	



	430
	
	
	
	
	



	254.
	
	M
	edium
	Howitzer
	Battalions
















	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks



	507
	Div.

37 Tk
	L
	509
	Div.

33 Tk
	




	255.
	
	
	ight
	Gun

Battalions
	














	No.
	Parent organization
	Remarks
	




	97
	Div.

14 Cav
	
	



	256.
	
	F

usilier
	Battalions

Light

Gun



	No.
	Parent organization
	Remarks
	















	No.
	Parent organization
	Remarks
	
	




	88
	Div.

10 Fus

Cav

-
	
	
	



	257.
	
	O
	
	bservation

Battalions



	No.
	Parent organization
	Remarks
	No.
	Parent organization <
















	No.
	Parent organization
	Remarks

No.
	Parent organization <
	'Remarks




	3

405

417
	Div.

21 Arty

Div

5 Arty

Div.

17 Arty
	
	426

453
	Div.

26 Arty

53 Arty Div.
	



	258.
	Section

V.
	M

ANTIAIRCRAFT

I
	edium
	AND

ANTITANK

Antiaircraft
	UNITS

Brigades



	No.
	Parent organization
	Remarks
	No.
	Parent organization.
	Remarks








Section V. ANTIAIRCRAFT AND ANTITANK UNITS



. I












	No.
	Parent organization
	Remarks
	No.
	Parent organization.
	Remarks



	804

806

808

810

812

814
	41 AA Div.

43 AA Div.

47 AA Div.

8 AA Div

Div:

12 AA

Div.

46 AA
	
	816

820

828

832

836
	69 AA Div:'.

,.

40 AA Div.



32 AA Div

1

AA Div.'

34

55 AA Div
	
















	
	
	
	Medium
	Antiaircraft

Brigades



	Parent organization
	Remarks
	
	
	



	30 Fus

AA Div
	
	
	
	




	
	
	ight
	Antiaircraft
	Brigades



	
	
	
	
	F

L

usilier
















	
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	801
	Div.

41 AA
	
	817
	46 AA Div.
	



	803
	2 AA Div
	
	821
	AA Div.

40
	



	805
	43 AA Div.
	
	837
	55 AA Div.
	



	807
	47 AA Div.
	
	839
	4 AA Div
	



	811
	69 AA Div.
	
	
	
	



	261.
	
	F
	usilier
	Antiaircraft

Light
	Brigades



	No.
	Parent organization
	Remarks
	
	
	
















	No.
	Parent organization
	Remarks
	
	
	




	823
	30 Fus

Div.

AA
	L
	
	
	



	
	
	
	ight
	Antiaircraft
	Regiments



	262.
	
	
	
	
	
















	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	302
	Div

2 Mecz
	
	333
	33 Tk

Div.
	



	303
	Div

3 Mecz
	
	350
	50 Tk

Div.
	



	311
	Div.

11 Mecz
	
	
	
	



	
	
	
	usilier
	Antiaircraft

Light
	



	263.

No.
	Parent organization
	F

Remarks
	No.
	Parent organization
	Regiments

Remarks
















	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks



	301

304
	Divl

1 Fus

Mecz

4 Fus

Div

Mecz
	M
	315

319
	Div

15 Fus

Mecz

Div

19 Fus

Mecz
	



	264.
	
	
	
	edium

Antiaircraft
	Battalions




	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks
















	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	1017

1024

1026

1034

1035

1040
	804 M

AA Brig

806 M

AA Brig

806 M

AA Brig

808 M

AA Brig

808 M

AA Brig

816 M

AA Brig
	
	1041

1180

1181

1182

1183

1229
	AA Brig

816 M

820 M

AA Brig

820 M

AA Brig

820 M

AA Brig

820 M

AA Brig

828 M

AA Brig
	
















	No.
	Parent organization
	Remarica
	No.
	Parent organization
	Remarks




	1230
	AA Brig

M

828
	
	1502
	AA Brig

810 M
	



	1231
	AA Brig.

828

M
	
	1508
	812 M

AA Brig
	



	1316
	AA Brig.

832 M
	
	1509
	812 M

AA Brig
	



	1418
	AA Brig.

M

836
	
	1510
	812 M

AA Brig
	



	1419
	AA Brig.

836 M
	
	1511
	812 M

AA Brig
	



	1420
	AA Brig.

M

836
	
	1516
	814 M

AA Brig
	



	1500
	AA Brig.

M

810
	
	1517
	814 M

AA Brig
	



	1501
	AA Brig.

M

810
	
	1519
	SUM

AA Brig
	






265. Fusilier Medium Antiaircraft Battalions












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	1197
	Fua

AA Brig.

824

M
	
	1199
	Fus

AA Brig.

M

824
	







266. Light Antiaircraft Battalions












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	1
	42 R

Div
	
	1006
	801 L

Brig.

AA
	



	7
	39 R

Div
	
	1012
	803 L

Brig.

AA
	



	13
	13 R

Div
	
	1023
	805 L

Brig.

AA
	



	17
	R

Div

96
	
	1028
	807 L

AA Brig.
	



	18
	R

Div

80
	
	1044
	817 L

AA Brig
	



	21
	2 R

Div
	
	1045
	AA Brig.

817 L
	



	22
	3 R

Div
	
	1046
	817 L

AA Brig
	



	23
	4 R

Div
	
	1047
	817 L

AA Brig.
	



	24
	85 R

Div
	
	1184
	821 L

AA Brig.
	



	28
	7 R

Div
	
	1185
	821 L

AA Brig.
	



	32
	11 R

Div
	
	1187
	821 L

Brig.

AA
	



	39
	19 R

Div
	
	1422
	837 L

AA Brig.
	



	51
	51 R

Div
	
	1423
	837 L

AA Brig.
	



	54
	54 Mtn

Div
	
	1424
	837 L

AA Brig.
	



	127
	32 R

Div
	
	1425
	837 L

AA Brig.
	



	144
	52 R

Div
	
	1430
	839 L

AA Brig.
	



	146
	67 R

Div
	
	1432
	839 L

AA Brig.
	



	147
	66 R

Div
	
	1504
	811 L

AA Brig.
	



	1004
	801 L

AA*Brig.
	
	
	
	







267. Fusilier Light Antiaircraft Battalions












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	16

35
	Div

R

Fus

8

R

Div.

14 Fus
	
	138

1192
	R

41 Fus

Div

823 Fus

L

AA Brig.
	







268. Light Antitank Battalions












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	1
	42 R

Div.
	
	38
	9 R

Div
	



	6
	Div

6 R
	
	40
	33 R

Div
	



	8
	51 R

Div.
	
	41
	35 R

Div
	



	10
	Div

5 R
	
	54
	54 Mtn

Div.
	



	11
	21 R

Div.
	
	64
	58 R

Div
	



	13
	Div.

13 K
	
	67
	1 R

Div
	



	14
	87 R

Div.
	
	68
	96 R

Div
	



	17
	19 R

Div.
	
	69
	Div

34 R
	



	22
	Div

2 R
	
	70
	85 R

Div
	



	27
	Div

3 R
	
	80
	R

Div

80
	



	31
	39 R

Div.
	
	91
	91 R

Div
	



	36
	52 R

Div.
	
	94
	66 R

Div
	



	37
	32 R

Div.
	
	
	
	







269. Fusilier Light Antitank Battalions












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	15

16

20
	14 Fus

Div

Rifle

Div

40 Fus

Rifle

Div

10 Fus

Rifle
	
	35

71
	Div

41 Fus

Rifle

Mtn

18 Fus

Div
	








Section VI. MORTAR AND ROCKET UNITS


270. Heavy Mortar Brigades












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	185

390

395

400
	23 Arty

Div.

Div.

17 Arty

Div.

24 Arty

Div.

20 Arty
	
	415

423

424
	Div.

26 Arty

Div.

36 Arty

Div

5 Arty
	







271. Fusilier Heavy Mortar Brigades









	No.
	Parent organization
	Remarks



	
	Arty

18 Fits

Div
	








272. Heavy Rocket Brigades












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	310

391

396

416

417
	Div.

23 Arty

Div.

17 Arty

Div.

Arty

24

Div.

Arty

20

Div.

26 Arty
	
	425

431

444

447

492
	Div.

36 Arty

Div

5 Arty

Div.

38 Arty

Div.

39 Arty

Div.

53 Arty
	







273. Fusilier Heavy Rocket Brigades









	No.
	Parent organization
	Remarks



	411
	18 Fus

Arty

Div
	








274. Medium Mortar Regiments












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	40

154

403
	Div.

73 Mtn

54 Mtn

Div.

Div.

3 Mecz
	
	430

433

437
	6 Mecz Div.

Div

33 Tk

Div

37 Tk
	







275. Fusilier Medium Mortar Regiments












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	202

231

401
	18 Fus

Mtn

Div.

Div

Tk

31 Fus

Div.

1 Fus

Mecz
	
	404

414

439
	Div

4 Fus

Mecz

Div.

15 Fus

Mecz

Div

8 Fus

Mecz
	







276. Heavy Mortar Battalions












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	1
	Div.

34 Rifle
	
	107
	7 Rifle Div
	



	5
	Div.

21 Rifle
	
	109
	9 Rifle Div
	



	7
	Div.

42

Rifle
	
	111
	Div

11 Rifle
	



	11
	Div.

39 Rifle
	
	112
	12 Rifle Div
	



	17
	Div

96 Rifle
	
	113
	13 Rifle

Div
	



	18
	Div.

OS Rifle
	
	130
	Div

5 Rifle
	



	32
	Div.

36 Rifle
	
	141
	51 Rifle Div
	



	44
	Div.

65 Rifle
	
	152
	Div

52 Rifle
	



	101
	Div.

1 Rifle
	
	191
	91 Rifle Div
	



	102
	Div

2 Rifle
	
	206
	Div

32 Rifle
	



	103
	Div.

3 Rifle
	
	934
	423 Hv

Mort

Brig.
	



	104
	Div.

4 Rifle
	
	
	
	
















	
	
	
	usilier
	Heavy

Mortar
	Battalions



	
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks



	No.
	14 Fus

Div

Rifle
	F
	205
	Div

31 Fus

Rifle
	



	114
	
	
	
	
	



	277.

278.
	
	M
	edium
	Mortar
	Battalions
















	
	
	ixéumrKS
	
	
	




	330
	Div.

30 Cav
	
	
	
	



	279.
	
	H
	eavy
	Battalions

Rocket
	



	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks
















	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	944
	Rkt

444 Hv

Brig
	M
	981
	Rkt

Hv

Brig

447
	



	280.
	
	
	
	edium

Battalions

Rocket
	
















	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	20
	Div.

17 Mecz
	
	67
	40 Tank

Div.
	



	26
	33 Tank

Div.
	
	294
	Div.

11 Mecz
	



	32
	50 Tank

Div.
	
	402
	Div

2 Mecz
	



	39
	Div.

19 Mecz
	
	403
	Div

3 Mecz
	



	281.
	
	F
	usilier
	Medium

Rocket
	Battalions



	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks
















	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks



	12

404
	Div

19 Fus

Mecz

Div

4 Fus

Mecz
	
	415
	Div

15 Fus

Mecz
	



	
	Section
	VII.
	ENGINEER
	UNITS
	



	282.
	
	E
	
	ngineer

Battalions
	









Section VII. ENGINEER UNITS

>












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	102

103
	Div.

2 Rifle

Div.

3 Rifle
	
	109
	Div.

9 Rifle

_

Div.

12 Rifle
	



	104
	Div.

4 Rifle
	
	112

113
	Div.

13 Rifle
	



	105

106
	Div.

5 Rifle

Div.

6 Rifle
	
	121

123
	Div.

21 Rifle

Div.

23 Rifle
	



	107
	Div.

7 Rifle
	
	133
	Div.

33 Rifle
	
















	No.
	Parent organization
	Remarkz
	.No.
	Parent organization
	Remarks




	134
	Div.

34

Rifle
	
	180
	Div

80 Rifle
	



	135
	Div.

Rifle

35
	
	191
	Div

91 Rifle
	



	139
	Div.

39

Rifle
	
	195
	Div

95 Rifle
	



	142
	Div.

42

Rifle
	
	196
	Div

96 Rifle
	



	151
	Div.

Rifle

51
	
	302
	Div

2 Mecz
	



	154
	Div.

Mtn

54
	
	311
	Div.

11 Mecz
	



	158
	Div.

58

Rifle
	
	333
	33 Tank

Div.
	



	161
	Div.

Rifle

61
	
	335
	Div.

19 Mecz
	



	166
	Div.

66

Rifle
	
	337
	Div.

37 Tank
	



	167
	Div.

Rifle

67
	
	346
	Div.

38

Mecz
	






283. Fusilier Engineer Battalions












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	108

110

114

131

141
	8 Fus

Div

Rifle

10 Fus

Div

Rifle

14 Fus

Div

Rifle

31 Fus

Div

Rifle

41 Fus

Div

Rifle
	
	301

304

315

319
	1 Fus

Div

Mecz

4 Fus

Div

Mecz

Div

15 Fus

Mecz

Div

19 Fus

Mecz
	







284. Engineer Squadrons









	No.
	Parent organization
	Remarks



	330
	Div.

30 Cav
	








285. Fusilier Engineer Squadrons









	No.
	Parent organization
	Remarks



	310
	10 Fus

Cav

Div
	








286. Engineer Companies












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	408
	Div.

8 AA
	
	443
	43 AA Div.
	







287. Fusilier Engineer Companies









	No.
	Parent organization
	Remarks




	430
	Div.

30 Fus

AA
	








Section VIII. SIGNAL UNITS


288. Signal Battalions












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	74
	50 Arty

Div.
	
	139
	Div

39 Rifle
	



	98
	Div

6 Arty
	
	142
	Div

42 Rifle
	



	102
	Div

2 Rifle
	
	151
	51 Rifle Div
	



	103
	Div

3 Rifle
	
	154
	Div

Mtn

54
	



	104
	Div

4 Rifle
	
	161
	Div

61 Rifle
	



	105
	Div

5 Rifle
	
	164
	Div

64 Rifle
	



	106
	Div

6 Rifle
	
	166
	Div

66 Rifle
	



	107
	Div

7 Rifle
	
	167
	Div.

67 Rifle
	



	109
	Div

9 Rifle
	
	180
	80 Rifle Div
	



	112
	Div.

12 Rifle
	
	187
	Div

87 Rifle
	



	113
	Div.

13 Rifle
	
	302
	Div

2 Mecz
	



	121
	Div.

21 Rifle
	
	303
	3 Mecz Div
	



	123
	Div.

23 Rifle
	
	305
	Div

5 Mecz
	



	133
	Div.

33 Rifle
	
	311
	11 Mecz Div.
	



	134
	Div.

34 Rifle
	
	333
	33 Tank

Div.
	



	135
	Div.

35 Rifle
	
	337.
	Tank

Div.

37
	



	136
	Div.

36 Rifle
	
	
	
	







289. Fusilier Signal Battalions












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	10

108

110

114

118

140
	Div

18 Fus

Arty

8 Fus

Div

Rifle

Div

10 Fus

Rifle

Div

14 Fus

Rifle

Div

18 Fus

Mtn

Div

40 Fus

Rifle
	
	141

301

304

315

319

331
	Div

41 Fus

Rifle

Div—

1 Fus

Mecz

4 Fus

Mecz

Div

Div

15 Fus

Mecz

Div

19 Fus

Mecz

31 Fus

Tank

Div
	







290. Fusilier Signal Squadrons









	No.
	Parent organization
	Remarks



	310
	10 Fus

Cav

Div
	








291. Signal Companies












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	404

440
	4 AA Div

40 AA Div.
	
	446
	46 AA Div.
	
















	
	
	F
	
	
	



	292.
	
	
	usilier

Signal
	
	Companies



	No.
	
	
	
	
	



	
	Parent organization
	Remarks
	
	
	



	430
	Div.

30

Pus

AA
	
	
	
	



	293.
	Section
	M

IX.
	SERVICE

UNITS

ixed
	Transport
	Regiments









Section IX. SERVICE UNITS












	F

Section

IX.

SERVICE

UNITS



	No.
	Parent organization
	Remarks
	
	
	




	163
	Div.

63 Mtn
	
	
	
	



	294.
	
	usilier

Mixed
	Transport

Regiments
	
	



	No.
	Parent organization
	Remarks
	
	
	
















	No.
	Parent organization
	Remarks
	
	
	



	118
	Div

18 Pus

Mtn
	M
	
	
	




	295.
	
	
	otor
	Transport
	Battalions



	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks
















	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks



	303
	Div

3 Mecz
	
	405
	5 Arty Div
	



	306
	Div

6 Mecz
	
	425
	Div.

25 Arty
	



	307
	Div

7 Mecz
	
	426
	Div.

26 Arty
	



	346
	Div.

38

Mecz
	
	438
	Div.

38 Arty
	




	296.
	
	F
	usilier
	Motor

Transport
	Battalions



	No.
	Parent organization
	Remarks
	No.
	Parent organization '
	Remarks















	Parent organization
	Remarks
	No.
	Parent organization '
	Remarks




	297.

Parent organization
	Remarks
	
	Transport
	Squadrons



	
	Div

4 Pus

Mecz

Div.

15 Pus

Mecz

Div.

21 Pus

Mecz
	
	331

418
	H

Div

31 FusTk

Div.

18 Pus

Arty

orse















	No.
	Parent organization
	Remarks
	
	



	314
	14 Cav

Div_
	M
	
	



	298.
	
	otor
	Transport
	Companiès




	No.
	Parent organization
	Remarka
	
	








	No.
	Parent organization
	Remarka



	446
	46 AA Div.
	

















	
	
	
	usilier
	Motor

Transport
	Companies



	No.
	Parent organization
	Remarks
	
	
	



	
	
	F
	
	
	



	430
	30 Fus

AA Div.
	
	
	
	



	299.

300.
	
	M
	edical
	Battalions
	
















	
	rarent oigamzation

I
	_

Remarks
	I

No.
	Parent organization
	Remarks



	119
	Div.

19 Rifle
	
	417
	Div.

17 Arty
	




	151
	j

Div

51 Rifle
	
	424
	Div.

24 Arty
	



	333
	Div

33 Tk
	
	436
	Div.

36 Arty
	



	334
	Div.

34 Mecz
	
	439
	Div.

39 Arty
	



	
	
	F
	usilier
	Medical

Battalions
	



	301.
	
	
	
	
	














	No.
	Parent organization
	Remarks
	



	319
	19 Fus

Div

Mecz
	
	



	302.
	
	M
	edical

Companies




	No.
	Parent organization
	Remarks
	








	No.
	Parent organization
	Remarks
	
	
	



	441
	41 AA Div.
	C
	
	
	




	303.
	
	
	hemical
	Defense
	Companies
















	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks



	107
	Div

7 Rifle
	F
	317
	Div.

17 Mecz
	




	154
	54 Mtn

Div.
	
	420
	20 Arty

Div_
	
















	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	141
	Div.

41 Fus

Rifle
	
	331
	Tk

31 Fus

Div.
	









CHAPTER 5 GROUND UNITS, NONDlYISIONAL (GHQ) 305. Ski Brigades


Section I. RIFLE UNITS










	No.
	AFPO No.
	Code name
	Location




	601
	20877
	
	Aleutians



	605
	20580
	
	



	606
	30271
	
	St.

Lawrence



	607
	30272
	
	St.

Lawrence



	608
	20581
	
	



	612
	31306
	
	St.

Lawrence



	306.
	
	A

irborne
	Brigades



	No.
	AFPO No.
	Code name
	Location
















	
	
	
	
	Location



	812

823
	AGO.

10647

30643
	
	Caribbean
	
	



	834
	JUSTA.

20722
	
	St.

Lawrence
	
	




	307.
	
	R

ifle
	Regiments
	
	
















	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks



	904
	20940
	St.

Lawrence
	915
	10015
	Florida



	905
	21116
	Florida
	917
	10017
	Caribbean



	906
	20920
	Texas
	919
	10019
	Caribbean



	910
	30087
	Texas
	
	
	




	308.
	
	M
	
	ountain
	Regiments

Rifle



	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks
















	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	902
	20689
	M

St.

Lawrence
	907
	20819
	Aleutians



	309.
	
	
	
	echanized
	Regiments

Rifle



	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks
















	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks



	821

822

825
	30238

10023

30239
	
	827

829
	20725
	Carolina

Lawrence

St.







310. Ski Battalions

»












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	1
	10821
	607 Ski Brig
	22
	20902
	Brig

606 Ski



	5
	10932
	
	26
	10234
	



	6
	11037
	
	28
	10324
	



	7
	30313
	Brig

612 Ski
	30
	11481
	



	9
	10477
	
	32
	10637
	



	10
	20015
	606 Ski

Brig
	35
	30292
	



	12
	30104
	612 Ski

Brig
	37
	11713
	601 Ski Brig



	15
	11376
	
	38
	11714
	601 Ski Brig



	19
	20971
	
	39
	11715
	601 Ski Brig



	20
	10142
	
	40
	11716
	601 Ski Brig



	21
	10537
	
	
	
	







311. Airborne Rifle Battalions












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	506
	
	834 Abn

Brig
	521
	
	Texas

(??)







312. Motorized Rifle Battalions












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks



	1021

1032
	
	Caribbean

Texas
	1047
	
	Southeast

Asia









Section II. ARMORED AND CAVALRY UNITS


313. Heavy Tank and Sp Gun Regiments












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	613
	30380
	Caribbean
	673
	20681
	St.

Lawrence



	620
	30385
	Caribbean
	684
	30382
	Lawrence

St.



	649
	30386
	
	688
	11539
	Caribbean



	650
	30381
	
	689
	30383
	St.

Lawrence



	657
	11728
	Caribbean
	690
	30384
	St.

Lawrence



	662
	11731
	
	692
	11540
	



	664
	11733
	Caribbean
	693
	22493
	



	666
	11735
	
	695
	31435
	
















	
	
	M
	
	
	



	314.
	
	
	edium
	Tank
	Regiments



	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	612
	10682
	Caribbean
	646
	30766
	



	614
	30375
	Caribbean
	655
	30377
	St.

Lawrence



	621
	20153
	Caribbean
	662
	20882
	



	625
	30376
	
	676
	20586
	



	644
	30764
	
	686
	30378
	St.

Lawrence



	645
	10683
	Caribbean
	694
	30379
	St.

Lawrence



	315.
	
	M
	
	otorcycle
	Regiments



	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks
















	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks



	603
	11152
	Fourteenth

Mecz

Army

(??)
	647

659
	20451

20452
	Fifteenth

Army

Mecz

Twelfth

Army

Mecz



	605
	30640
	Eleventh

Mecz Army
	667
	10889
	Twentieth

Army

Mecz



	610
	30279
	
	680
	
	Thirteenth

Army

Mecz



	618
	31369
	SE

Asia

(??)
	690
	
	



	623
	30473
	Third

Army

Mecz
	
	
	




	316.
	
	C
	avalry
	Regiments
	



	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks
















	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	711

733
	
	A

Caribbean
	744

777
	
	St.

Lawrence

Army

Group

South



	317.
	
	
	rmored
	
	Flamethrower

Battalions



	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks

















	No.
	AFPO No.
	
	Remarks
	No.
	AFPO No.
	Remarks




	615
	10332
	
	
	835
	31133
	



	663
	10002
	
	
	856
	21615
	



	669
	10801
	
	
	857
	21616
	



	711
	
	
	
	858
	21617
	



	810
	10690
	
	
	899
	31150
	



	824
	31020
	
	
	900
	20060
	



	318.
	
	Section
	H

FIELD

III.
	eavy
	ARTILLERY

Gun
	UNITS

Brigades








Section III. FIELD ARTILLERY UNITS












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks



	609

615
	10451

20426
	Caribbean
	660
	
	







319. Heavy Howitzer Brigades












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks



	720

723

726
	21652

21655

21658
	St.

Lawrence

Florida
	727

734
	21659

21666
	Texas

Caribbean








320. Medium Gun Brigades












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	821

822

823

824
	11717

11718

11719
	
	825

826

857
	11720

11721

10220
	







321. Corps Artillery Brigades












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	501

506

511

515

522

525

527
	
	R

I

Corps

R

VI

Corps

R

XI

Corps

R

XV

Corps

XXIII

R

Corps

R

XXV

Corps

XXVII

R

Corps
	529

530

540

541

550

562
	
	XXVIII

R

Corps

R

XXX

Corps

XXXII

R

Corps

R

XXXIV

Corps







322. Medium Howitzer Brigades












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	602

612

622
	10028

20233

30290
	I

Abn

Corps
	635

636
	
	Mtn

XXXV

Corps

XXXVI

Mtn

Corps







323. Medium Gun Regiments












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	915

916

917
	21620

21621

21622
	821 M Gun

Brig
	921

952

975
	
	Gun

824 M

Brig

Gun

857 M

Brig







324. Medium Field/Antitank Gun Regiments












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	15

18
	
	Brig

515 Corps

Arty
	728

729
	
	529 Corps

Arty

Brig



	721

722
	
	Brig

522 Corps

Arty
	831

862
	
	550 Corps

Arty

Brig







325. Gun-Howitzer Regiments












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks



	751

752
	
	821 M

Gun

Brig
	786

793
	
	826 M

Gun

Brig








326. Medium Howitzer Regiments












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	516

519

666

691
	
	M

How

Brig

602

Aleutians

How

Brig

622 M
	789

790

793
	
	636 M

How

Brig

636 M

How

Brig







327. Observation Regiments












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks



	905

921
	10933

30276
	Caribbean
	924
	20307
	St.

Lawrence








328. Super Heavy Gun Battalions












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks



	37
	
	Caribbean
	55
	
	Army GP

West








329. Heavy Gun Battalions












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	602

614

620

705
	30258

20082

10014

31333
	660 Hv

Brig

Gun

660 Hv

Brig

Gun

660 Hv

Brig

Gun
	708

711

715
	21627

11722

11726
	615 Hv

Gun

Brig

609 Hv

Gun

Brig

609 Hv

Gun

Brig
















	
	
	
	
	eavy
	Battalions

Howitzer



	No.
	AFPO No.
	H

Remarks
	No.
	AFPO No.
	Remarks




	742
	21668
	
	925
	21645
	



	752
	21678
	
	930
	
	734 Hv

Brig

How



	755
	21681
	727 Hv

Brig

How
	945
	21648
	



	905
	31334
	M
	965
	
	



	910
	21646
	723 Hv

How

Brig
	
	
	








Section IV. ANTIAIRCRAFT AND ANTITANK UNITS




	No.
	AFPO No.
	Code name
	Location




	1006
	
	L
	Aleutians














	No.
	AFPO No.
	Code name
	Location



	1011
	
	A

TIU-
	Texas


















	No.
	
	AFPO No.
	
	Code name
	
	Location



	100

101

113
	80

81

86

97
	
	F

RESPUBLICO

NIA
	
	
	XVI

Arty

Corpa

R

First

Army

R

Army

Sixth

R

Seventh

Army

R

Tenth

Army

Army

Twelfth

Mecz




	334.
	AFPO No.
	
	Remarks
	No.
	usilier

AFPO No.
	Medium

Antitank

Remarks



	No.
	
	
	
	
	
	
















	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	
	10876
	100 Army

AT

Brig;

Col

Joel

LABOR,
	301
	11401
	FILOMENO,

Col

Santos



	9

75
	
	
	304
	11404
	Col DELGAD,

Salva

dore



	144
	
	
	315

851
	11405
	113 Army

AT

Brig

80 Army

Brig

AT
















	335.
	
	
	
	
	



	
	
	
	ight
	Antitank
	Regiments



	No.
	AFPO No.
	L

Remarks
	No.
	AFPO No.
	Remarks




	12
	10091
	NICHOLAS,

Col
	807
	11757
	AT

80 Army

Brig



	
	
	Lloyd
	810
	11758
	100 Army

AT

Brig



	
	11198
	
	812
	11759
	



	21
	
	
	
	
	



	57

313
	11061
	M

113 Army

AT

Brig
	820

827
	21693

31354
	St.

Lawrence

AT

101 Army

Brig











	L

1006 M

Brig

1006 M

AA Brig

1616

AA

1618




	ight

337.

Antiaircraft

Battalions
















	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks



	1631

1632
	
	1011 L

AA

Brig

1011 L

AA Brig
	1643

1664
	
	1011 L

AA Brig

1011 L

AA Brig



	
	Section
	V.

MORTAR
	AND
	ROCKET
	UNITS




	338.
	
	H
	eavy
	Mortar
	Brigades







Section V. MORTAR AND ROCKET UNITS












	339.
	
	
	eavy
	Rocket
	Brigades



	893

895
	31145

31340
	H
	897

898
	30917

30719
	




	
	AFPO No.

No.

Remarks

No.
	AFPO No.
	Remarks
	
	
















	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	865

869
	20955

10779
	CHAMON,

Rene

Col

St.

Lawrence

JARANILLO,

Col

Alberto
	886

888

890

896
	31362

31364

31366

10778
	Florida

Carolina

Texas

Caribbean






340. Medium Mortar Regiments












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	350
	
	Fr

Arty

50

Div

1953;

BALBO,

Guido

Col
	432

435
	10310

10922
	Fr

20, Arty

Div

1953

Fr

Arty

Div

5

1953;



	397
	30083
	Fr

Arty

Div

24

1953
	
	
	Col FEBLES,



	407
	11132
	Fr

25 Arty

Div

1953;
	
	
	Abraham



	
	
	BORRE,Henry

Col
	496
	31141
	Fr

23 Artv

Div

1953



	426
	
	Fr

36 Arty

Div

1953;

COURMENT,

Col

Philip
	
	
	







341. Medium Rocket Regiments












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	802
	10077
	Col XAVIER,

Pietro
	829
	31359
	Texas



	817

819
	10829

31024
	Col PECO,

Angel

IHLE,

Comdt

Arthur
	847
	20200
	LEBURN,

Comdt

Rene

Caribbean



	
	
	Lawrence

St.
	857
	10885
	Col LUBO,

Rafael







342. Heavy Mortar Battalions












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	910
	
	Hv

Mort

Brig;

893

Comdt

TARASOV,'
	931

942
	
	895 Hv

Mort

Brig



	911

923
	
	Vsevolod

Yasiliyevi

Mort

893 Hv

Brig

898 Hv

Mort

Brig
	957,

958
	
	








Section VI. ENGINEER UNITS


343. Engineer Brigades










	No.
	AFPO No.
	Code name
	Remarks




	33

34
	
	HAZA.
	South

Army

Group

North



	36
	
	
	Army

Group



	39
	
	
	







344. Engineer Sapper Regiments












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	201

203

207

221
	
	34 Engr

Brig

R

Army

Second

Tenth

R

Army
	237

239

251
	
	R

Ninth

Army

33 Engr

Brig







345. Engineer Ponton Regiments












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	202

204

220
	
	Eleventh

Mecz Army

36 Engr

Brig
	238

250
	
	Third

Mecz Army







346. Engineer Sapper Battalions












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	915

930

947

961

974
	11377

11483

20592

20594

11764
	203 Engr

Regt

Sapper

Regt

203 Engr

Sapper

239 Engr

Regt

Sapper

239 Engr

Regt

Sapper

Regt

201 Engr

Sapper
	976

978

980

982

985
	31380

31382

21696

21698
	R

XI

Corps

251 Engr

Regt

Sapper

XXIII

R

Corps

XXVII

R

Corps

207 Engr

Sapper

Regt







347. Engineer Heavy Ponton Battalions












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	623

631
	31253

20588
	204 Engr

Pont

Regt

220 Engr

Regt

Pont
	640
	11765
	250 Engr

Pont

Regt







348. Engineer Fixed Bridge Battalions









	No.
	AFPO No.
	Remarks




	999
	11146
	238 Engr

Pont

Regt







349. Engineer Assault Battalions












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	961

967
	31384

31390
	Caribbean

Caribbean
	970
	31393
	St. Lawrence







350. Engineer Mining Battalions












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	951

954
	31397

31400
	St.

Lawrence

SE

Asia—Comdt

YAMADA,Susumu
	956
	31403
	Caribbean







351. Engineer Road Construction Battalions












	No.
	AFPO No.
	Kemarks
	No.
	AFPO No.
	Remarks




	935

937
	31407

31409
	SE

Asia

Caribbean
	940

944
	31412

31416
	Lawrence

St.

Aleutians








Section VII. SIGNAL UNITS


352. Signal Brigades










	No.
	AFPO No.
	Code name
	Remarks




	21
	
	
	East

Group

Army



	22

27
	
	LABUNO
	Group

West

Army



	29
	
	
	







353. Signal Regiments












	No.
	AFPO No.
	Remarks .
	No.
	AFPO No.
	Remarks




	125

235

345

455

456

457
	
	R

Seventh

Army

Fifteenth

Army

Mecz

21 Sig Brig
	458

502

505

522

589

591
	
	21 Sig Brig

R

Second

Army

21 Sig Brig







354. Signal Battalions












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	900
	31426
	VII

Arty

Corps
	925
	31257
	R

XV

Corps



	901
	
	I

R

Corps
	930
	31258
	505 Sig Regt

•



	905
	31427
	X

Cav

Corps
	935
	31259
	505 Sig Regt



	907
	
	591 Sig Regt
	938
	
	



	910
	31428
	VIII

Abn

Corps
	945
	20584
	



	915
	11378
	XXVIII

R

Corps
	946
	
	



	918
	
	345 Sig Regt
	981
	
	X

Mtn

Corps



	920
	31256
	
	991
	
	



	921
	
	
	
	
	
















	355.
	
	
	
	ommunication
	Intercept

Companies



	No.
	AFPO No.
	C

Remarks
	No.
	AFPO No.
	Remarks




	601
	10152
	Regt

522 Sig
	612
	31261
	



	603
	31443
	Regt

125 Sig
	650
	31263
	505 Sig Regt



	605
	31445
	
	678
	20582
	



	607
	31446
	Aleutians
	699
	
	Regt

235 Sig



	356.
	
	C
	
	ommunication
	Companies

Monitoring



	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks
















	No.
	AFPO No.
	Remarks
	
	
	



	
	
	
	No.
	AFPO No.
	Remarks




	615
	10160
	Brig

21 Sig
	662
	21582
	Caribbean



	617
	10143
	Brig

29 Sig
	668
	31273
	



	635
	10148
	
	669
	31275
	Aleutians



	641
	21580
	SE

Asia
	676
	31278
	22 Sig Brig



	654
	21581
	
	
	
	



	357.
	Section
	C

VIII.

CHEMICAL,

RADIOLOGICAL
	hemical
	BIOLOGICAL,

UNITS
	AND

Regiments



	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks








Section VIII. CHEMICAL, BIOLOGICAL, AND RADIOLOGICAL UNITS












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks



	900
	10693
	C

Caribbean
	917
	
	9 Rifle Army




	358.
	
	
	hemical
	
	Battalions



	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks
















	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks



	616
	10687
	917 Cml

Regt
	623
	31424
	




	617
	
	
	675
	
	



	619
	10546
	900 Cml

Regt
	681
	10221
	Regt

900 Cml



	620
	
	
	724
	
	



	622
	
	
	
	
	



	359.
	
	B
	iological
	
	Warfare

Companies



	No.
	AFPO No.
	Remarks
	
	
	














	No.
	AFPO No.
	Remarks
	




	1121
	
	R

Regt

917 Cml
	



	360.
	
	adiological
	Warfare

Companies



	No.
	AFPO No.
	Remarks
	












	No.
	AFPO No.

Remarks




	1132
	Cml

Regt

900







Section IX. TRANSPORT UNITS


361. Motor Transport Brigades










	No.
	AFPO No.
	Code name
	Remarks




	
	
	FERDEKO.
	East

Group

Army

Group

North

Army







362. Motor Transport Regiments












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	823
	10659
	BUSSE,

Col

Herman

B.
	840

841
	11778

11779
	Caribbean

9 MT

Brig



	837
	11775
	6 MT

Brig
	847
	21712
	Lawrence

St.



	838
	1-1776
	6 MT

Brig
	848
	21713
	



	839
	11777
	
	849
	21714
	St.

Lawrence







363. Motor Transport Battalions












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	851
	10012
	Comdt

SEBA,

Do

Caribbean

minco
	871
	20966
	Comdt

ALFONSO,

Tostado



	854
	31458
	Texas
	
	
	St.

Lawrence



	861
	10673
	Comdt

VESTA,

Rolf
	874
	21716
	St.

Lawrence



	
	
	Caribbean
	875
	21717
	837 MT

Regt



	862
	20048
	Maj

GIRARD,
	876
	21718
	837 MT

Regt



	
	
	Alexias St.Lawrence
	877
	21719
	837 MT

Regt



	863
	20065
	NAPERIS,

Comdt
	878
	
	841 MT

Regt



	
	
	St.

Andre

Lawrence
	881
	21755
	Florida



	866
	20350
	Caribbean
	884
	21758
	St.

Lawrence



	867
	20650
	ROHLFS,

Ger

Col
	888
	31264
	Comdt

REWAULT,



	
	
	hardt

St.

Lawrence
	
	
	Paul



	869
	30278
	Maj

KIEL,

Bernard
	
	
	







364. Wagon Transport Squadrons












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	891
	30037
	KIRCHE,

Comdt
	895
	11784
	XXXVI

Mtn

Corps



	893
	11782
	Hans

Mtn

X

Corps
	
	
	







365. Pack Transport Squadrons












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	892

894
	11781

11783
	X

Mtn

Corps

X

Cav

Corps
	896
	11785
	XXXVI

Mtn

Corps












	Sled
	Transport

Companies



	AFPO No.
	Remarks




	
	St.

Lawrence








Section X. MEDICAL UNITS












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks



	2
	31477
	
	22
	11797
	Caribbean



	7
	21771
	St.

Lawrence
	24
	21770
	



	15
	11796
	
	
	
	




	368.
	
	F
	ield
	Hospitals
	

















	M

Caribbean

30277

15

11801

Texas

Caribbean

21777

22

11802

St.

Lawrence

21778
	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	369.

edical

Supply
	
	
	
	
	
	Depots
















	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks



	102
	31484
	St.

Lawrence
	112
	11803
	Caribbean







370* Hospital Trains












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	105
	31491
	
	112
	11808
	St.

Lawrence







371. Ambulance Companies












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	915

928

930

964
	31495

31143

31144

21790
	Caribbean

Caribbean

Caribbean
	965

966

977

978
	21791

21792

21793

21794
	St.

Lawrence








Section XI. PROPAGANDA AND INTELLIGENCE UNITS












	
	
	S
	
	
	



	
	Section

XI.
	PROPAGANDA
	AND
	
	UNITS

INTELLIGENCE



	372.
	
	
	
	trategic
	Propaganda



	No.
	AFPO No.
	Kem&rks
	No.
	AFPO No.
	Remarks




	803
	10676
	Caribbean
	809
	31265
	



	805
	20887
	St.

Lawrence
	813
	11786
	



	
	
	
	
	actical
	Propaganda



	373.

No.
	AFPO No.
	Remarks
	T

No.
	AFPO No.
	Remarks
















	No.
	AFPO No.
	T

Remarks
	No.
	AFPO No.
	Remarks




	901
	10010
	Caribbean
	922
	11790
	Caribbean



	908
	20885
	Lawrence

St.
	926
	21766
	Caribbean



	908
	20590
	St.

Lawrence
	944
	31474
	



	910
	31269
	Caribbean
	946
	31476
	



	374.
	
	
	
	actical
	Intelligence

Battalions



	No.
	AFPO No.
	Remarks
	No.
	ÀFPO No.
	Remarks








	No.
	AFPO No.
	Remarks
	No.
	ÀFPO No.
	Remarks




	1001
	10008
	Caribbean
	1002
	10032
	









PART THREE IDENTIFIED AIR AND NAVAL ORGANIZATIONS CHAPTER 6 MAJOR AIR FORCE UNITS


Section I. AIR ARMIES


375. Fourth Air Army

a. Basic Elements.

Commander :

Gen of Air Army HEINMAN, Curtiss

Deputy Commander: Hq Location :

Gen of Air Div RADA, Albert SE Asia Area (Forward), Army Group North Area (Rear) (?)

Code Name : AFPO Number:

DEVIGI 40700 b. History. Formed early 1950 as Fourth Air Army to furnish tactical air support to Army Group North. Elements identified Caribbean area April 1951. Some components attached to Sixth Air Army for Texas campaign 1951 and 1952. Fighter and ground attack units transferred to SE Asia July 1952.



376. Sixth Air Army

a. Basic Elements.

Commander :

Gen of Air Army LAFUENTE,

Francis

Deputy Commander:

Gen of Air Div NAVAR, Peter

Hq Location :

Caribbean (Forward), Army Group

West Area (Rear).

Code Name :

GUSTECO

AFPO Number:

40100 b. History. Formed late 1945 as First Air Command to control four tactical air forces designated to support Army Group West in California campaign. Redesignated Sixth Air Army July 1947. In support of Florida campaign. Components identified in

Tennessee-Kentucky campaign April 1948. Units participated in defense of Caribbean February 1949. Elements reported in Carolina campaign mid-1949. Reorganized 1949-1950. Controlled all air units committed to action in Texas campaign 1951-52. 377. Seventh Air Army a. Basic Elements.

Commander : Gen of Air Army FABIE, Louis

Deputy Commander: Gen of Air Corps FAQUEST,

Frederick

Hq Location : St. Lawrence (Forward), Army

Group East Area (Rear).

Code Name: AFPO Number: AGADO 40400 b. History. Formed 1946 as Second Air Command to give tactical air support to Army Group East. Redesignated Seventh Air Army, mid-1947. Concerned solely with training and defense in Homeland until mid-1949. Given additional mission of supporting forces in St. Lawrence area. Controlled all air units in Second St. Lawrence campaign 1951 and 1952. 378. Eighth Air Army a. Basic Elements.

Commander :

Deputy Commander: Gen of Air Corps HATTEN, Elbertin

CofS: Gen of Air Div ACID, Constancio

Hq Location : Army Gp So Area ( ?)

Code Name:

AFPO Number: 40500 (?)

b. History. Reported formed late 1954 to control air elements of Army Group South. 379. IGround Attack Corps




Section II. AIR CORPS i* ' . ....

a. Basic Elements:

Commander : Gen of Air Corps BOTHWELL, Percy

Deputy Commander:

Hq Location :

Code Name: ZYGITE

AFPO Number:

b. History. 7 Formed late 1945 as III Tactical Air Force. Designated as ground attack corps to support elements of Fourth (Rifle) Army in seizure of Antilles chain 1946. Stationed vicinity Havana early 1947. In Florida campaign fall of 1947. Returned to Homeland 1948. Present status unknown.


380. II Bomber Corps

a. Basic Elements.

Commander: Gen of Air Corps DESLYS, Jules

Deputy Commander:

Hq Location :

Code Name : GARDEMECO

AFPO Number: 40401 b. History. Formed late 1949 to control formation of 15th and 44th Bomber Divisions. One of its components to St. Lawrence area early 1950, later in second St. Lawrence campaign.



381. Ill Ground Attack Corps

a. Basic Elements.

Commander: Gen of Air Corps ZUCKERNAM,

Herman

Deputy Commander:

Hq Location : Code Name:

AFPO Number: 40895

b. History. Formed late 1949 from volunteers. Never identified in combat. Present mission providing air-ground role for training units in Homeland.



382. IV Bomber Corps

a. Basic Elements.

Commander : Gen of Air Corps BARLOW, Francis

Deputy Commander:

Hq Location :

Code Name : EKSPLODAJO

AFPO Number: 40425

b. History. Formed late in 1945 as IV Tactical Air Force to control ground-attack units California campaign. Redesignated IV Bomber Corps early 1948 and reorganized in Aggressor.



383. V Ground Attack Corps

a. Basic Elements.

Commander : Gen of Air Corps QUIETUS, Quentin

Deputy Commander:

Hq Location : . Army Group South Area

Code Name : AFPO Number:

b. History. Formed July 53 under Sixth Air Army (rear) to assist in liberating new lands to south of Homeland. Transferred to Eighth Air Army late 1954. Identified Caribbean area 1949. Returned to Aggressor late 1949. Reported returned to Caribbean area July 1951. Performed bombing missions against southern United States prior to and during Texas campaign. 384. VI Bomber Corps a. Basic Elements.

Commander : Gen of Air Corps HOLDER,

Robert V.

Deputy Commander:

Hq Location: Army Group North Area

Code Name: FLUGI AFPO Number: 40250 b. History. Formed December 1949. Elements placed under control of Fourth Air Army, SE Asia July 1950. Balance of Corps employed as training force in Homeland. 385. VIII Ground Attack Corps a. Basic Elements.

Commander : Gen of Air Corps JUNEAU,

Marland P.

Deputy Commander:

Hq Location: St. Lawrence Area

Code Name: AFPO Number: BATEGO 40473 b. History. Formed late 1948 to control air divisions St. Lawrence campaign. Excellent record of ground support. One component identified; two components reported employed second St. Lawrence campaign. 386. IX Bomber Corps a. Basic Elements.

Commander : Gen of Air Corps MELLON,

Henry J. P.

Deputy Commander:

Hq Location: Army Group West Area

Code Name: AFPO Number: KASKO 40701 b. History. Formed mid-1948 to control formation of 2d Bomber Division and reorganization of 40th Bomber Division. Performed as "Enemy" in several air maneuvers 1949 and 1950. Identified August 1952 as GHQ bomber corps.



387. X Fighter Corps

a. Basic Elements.

Commander: Gen of Air Corps FISTIC, Ivan

Deputy Commander:

Hq Location : Army Group South Area

Code Name : AFPO Number:

b. History. Formed in 1946. Severe losses California campaign. Deactivated 1948. Reactivated mid-1953 under Seventh Air Army (rear) to assist in liberating new areas to South. Reassigned to Eighth Air Army Dec 1954.



388. XIII Ground Attack Corps

a. Basic Elements.

Commander: Gen of Air Corps ARNING, Carl

Deputy Commander :

Hq Location: Army Group North Area

Code Name: ZUMAJO AFPO Number: 40750 b. History. Formed early 1946 as XII Tactical Air Force for control of bomber units California campaign. Nearly destroyed in California. Disbanded early 1947. Reformed' autumn 1948 as XIII Ground Attack Corps to coordinate activities of two ground attack divisions designated as maneuver-support units. In third Carolina campaign July 1951. Later returned to Caribbean, area for reorganization. Identified in Texas campaign early 1952. Returned to Homeland September 1952.



389¿ XV Ground Attack Corps

a. Basic Elements.

Commander : Gen of Air Corps LAGARDE, Mike

Deputy Commander:

Hq Location: Code Name: AFPO Number: Caribbean TONDRO 40101 b. History. Formed late 1948. Caribbean area late 1949. Began air strikes against Carolina and Georgia summer 1951. Headquarters during third Carolina campaign located Camp MacKall, North Carolina. Heavy losses Texas campaign 1952.



390. XXX Bomber Corps . -

a. Basic Elements.

Commander: Gen of'Air Corps MARTIN, Louis

Deputy Commander: 1

Hq Location: Army Group West Area

Code Name: SPÉRÍO . ,

AFPO Number: 40469

b. History. Formed late 1949. Located Caribbean April 1951. Texas campaign 1952. Returned to Homeland September 1952.




Section III. FIGHTER DIVISIONS


391. 6 Fighter Division

a. Basic Elements.

GRIMACO 40756 Southeast Asia Area









	Unit
	Commander
	.AFPO No.




	CG

Regt

3 Ftr

Regt.

21 Ftr

Regt.

42 Ftr
	Air Div

ANTON,

Gen of

Benjamin.

Comdt LENERUE,

Manfield
	40757

40758

40759





Formed as 3d Fighter Group for California campaign. Destroyed with 7th Ground Attack Group (see 7th Bomber Division).

Reformed as 6th Fighter Division.

Jul 51

Under Sixth Air Army Caribbean area. In Texas campaign.

Mar 52 : Sep 52

Assigned to Fourth Air Army, SE Asia.



392. 8 Fighter Division

a: Basic Elements.

ARCO 40112 Caribbean Area








	Commander.
	AFPO No.




	Gen of

Air Div

SILVAN,

^Humber.

MannyI

Col BRANAN,

Col ABREA,

Rico
	401.13

40114

40115





Feb 46 . Formed as 1st Fighter Group.

Dec 46 Destroyed in California, except for 52d Fighter Regiment.








	Jul

47
	Fighter

as

with

8th

cadre

Reformed

Division

Fighter

of

Regiment.

52d




	Jan

48
	in

Caribbean.

Identified



	Feb—Mar

49
	Participated

Caribbean

in

defense.



	Apr—May

49
	virtually

110th

Regiments

destroyed

and

52d

in

Carolina

campaign.



	Sep

49
	reforming.

Reported



	Sep

51
	in

Caribbean

area.

Located



	Feb

52
	In

campaign.

Texas







393. 13 Fighter Division

a. Basic Elements.

FURIOZA 40126 Caribbean Area









	Unit
	Commander
	AFPO No.




	CG

Regt.

188 Ftr

Regt.

198 Ftr

Regt.

207 Ftr
	Gen of

Air Div

VACCA, John.

Col MASON,

Isadore
	40127

40128

40129












	Jun

46
	as

Fighter

Formed

11th

Group.




	46—Jan

Nov

47
	California

In

campaign.



	Mar

47
	to

Withdrew

Caribbean.



	Aug—Nov

47
	record

Fighter

excellent

as

11th

Made

Division,

Air

Tactical

Force

in

Florida

X

campaign,

II

War

with

World

experience,

to

drawal

Aggressor.



	Jan

48
	Fighter

as

Reformed

13th

with

rem

Division

Fighter

of

nants

11th

Division.



	Jul

51
	reformed,

sent

to

area.

Completely

Caribbean



	Mar

52
	Texas

campaign.



	May

52
	to

Returned

Caribbean.







394. 34 Fighter Division

a. Basic Elements.

CODE NAME AFPO NUMBER LOCATION EVITI 40726









	Unit
	Commander
	AFPO No.




	-

CG

Deputy

Commander.

56 Ftr

Regt

108 Ftr

Regt

154 Ftr

Regt
	Air Div

Gen of

GROTEWOHL,

William.

Col APELT,

Max

L. B

Comdt JONES,

Purcell
	40727

40728

40729












	Feb

50
	Fighter

Formed

as

15th

Division.




	Mar

51
	Fighter

35th

Redesignated

Division.



	Aug

51
	North

under

XIII

Attack

In

Carolina

Ground

Corps.



	Oct

51
	Returned

to

Caribbean.



	Mar

52
	In

Texas

campaign.



	Aug

52
	to

route

Rumored

en

Homeland.







395. 42 Fighter Division











	EFEKTIVA
	40484
	St.
	Lawrence
	Area



	Unit
	
	Commander
	
	AFPO No.




	CG
	Gen of Air Div
	BASS,

Albert

O.
	
	



	Regt.

48 Ftr

Regt.

58 Ftr
	Comdt WILLIAMS,
	C

James
	
	40485

40486



	Regt.

70 Ftr
	Col CORBIN,
	Edward.
	
	40487












	Feb

48
	Fighter

Formed

as

from

Division

42d

volunteers.




	Nov

49
	Lawrence

campaign.

St.



	Mid-50
	VIII

Attack

Under

Ground

Corps.



	Jun

51
	support

Ninth

Army,

St.

Lawrence

of

Close

area.

*



	Feb

52
	In

St.

Lawrence

campaign.

second







396. 50 Fighter Division



a. Basic Elements.









	NAME

CODE
	AFPO

NUMBER
	LOCATION




	KÓJNO
	40419
	East

Area

(??)

Army

Group













	Unit
	Commander
	AFPO No.




	CG

77 Ftr

Regt-

-
	Gen of

Air Div

SAVAGE, Mike.
	40420



	Regt

Ftr

90

Regt.

101 Ftr
	Maj PETERESEN,

Axel

A
	40421

40422












	History.

b.
	




	Apr

46
	as

Fighter

Formed

5th

from

volunteers

Group

II

War

with

World

experience.



	Nov

46
	In

California.



	46—Jan

Dec

47
	for

ArmyGroupHeadquarters.

Special

missions

In

California

campaign.



	Mar

47
	Withdrew

to

Caribbean.



	Aug—Dec

47
	for

Third

missions

Army

Headquarters

Special

Florida

remnants

in

campaign.

Absorbed

of

Fighter

Fighter

11th

Group

(see

13th

Divi

sion)

"

•



	Sep

48
	Fighter

Reformed

50th

as

Division.





Alerted for overseas (presumably St. Lawrence

Rumored preparing for movement.



397. 52 Fighter Division

a. Basic Elements.









	NAME

CODE
	AFPO

NUMBER
	LOCATION






area).

PRESTO 40441 Army Group East Area









	Unit
	Commander
	AFPO No.




	Deputy

Commander.

Regt

57

Ftr

126 Ftr

Regt

Regt

246

Ftr
	Col ROUCHE,

Everet.
	40442

40443

40444





6. History. Jun 46 Dec 46—Feb 47 Mar—Sep 47 Oct 47—Sep 49 Feb 50 Formed as 16th Fighter Group from Vichy aviators. In California campaign, Tactical Air Force. Withdrawn and reorganized as 16th Fighter Division. In support of ÏI Mechanized Corps during St. Lawrence campaign. Remnants reforming as 52d Fighter Division. All new jet fighters.

398. 59 Fighter Division CODE NAME ÀFPQ NUMBER LOCATION ARSENIKO 40731 Southeast Asia Area










	Unit
	
	Commander
	AFPO No.



	Regt.

14 Ftr
	Comdt

KOMM,
	Herold
	40732




	50 Ftr Regt.
	
	
	40733



	Regt.

75 Ftr
	Maj BRYANT,

Felix

t
	Q
	40734



	History.

b.
	
	
	



	Feb

49
	9

Formed

as

experimental

volunteer

cadre

of

pilots.
	fighter

division

former

Luftwaffe
	around

jet



	Aug

52
	In

Southeast

Asia,
	Fourth

Air

Army.

'
	



	399.
	8
	Fighter

Division
	



	Elements.

Basic

a.
	
	
	



	NAME

CODE
	AFPO

NUMBER
	LOCATION
	





DISTINGI 40187 Caribbean Area.









	Unit
	Commander
	AEPO No.



	CG

Deputy

Commander,

i

•ii 6 Ftr

Regt

7 Ftr

Regt

Regt

8 Ftr
	Air Div

Gen of

OLIVER,

Richard.

Victor

Col TISSET,

SECHER,

j Comdt

Algernon

John

Col RIVERS,

Comdt

GARCIA, Louis
	40188

40189

40190




	
	

i -

¡
	





6. History. . .<

Oct 48 : Formed-as 98th-Fighter Division. ;

Nov 49 Identified in Caribbean area. ii

Mar 50 In Caribbean-defense. - ' "

Jul 51 In third Carolina campaign and returned to " '

Cuba.

Mar 52 In

Texas campaign. / - •. ; i



1 Section IV. BOMBER 1 DIVISIONS



400.' 2 Bomber Division

a. Basic Elements.' • v ' • ¡ ' »

.CODE NAME AFPO NUMBER LOCÁTION ' , .

CIELO 40702.. ,, , Army Group North,Area ( ??)

;V









	Uoit
	Commander
	AFPO No.




	CG

Deputy

Commander.

Regt
	Air Div

Gen of

ALBRIGHT,

Henry.

Col ANSAT,

Archie A
	



	8 Bmr

62 Bmr

Regt

Regt

112 Bmr
	Col GROTHMAN,

Leonard.

Col BUFFA,

Frederick
	40703

40704

40705







ft. History.








	May

48
	as

Formed

Bomber

Division.

2d




	Feb

50
	under

Reported

IX

Bomber

Corps.



	Sep

52
	jet

of

shipment

Received

new

bombers.







401. 4 Bomber Division

a. Basic Elements.










	NAME

CODE

ANKRO
	AFPO

NUMBER

40402
	LOCATION

Army

Group
	Area

West



	Unit
	
	Commander
	AFPO No.




	CG

Deputy

Commander.
	Gen of

Air Div

Col CARLING,
	PARMENT,

Achilles.

Joseph
	



	Regt

34 Bmr

Regt

59 Bmr
	
	
	40403

40404





Comdt PIKE, Merrill S..

40405

92 Bmr Regt








	Mar

46
	as

Àir

Formed

Bomber

Group,

XII

Tactical

3d

Force.




	Nov

46
	continental

United

States.

Bombed



	Dec

46
	California

withdrawn

Destroyed

in

campaign,

Aggressor.

to



	Apr

48
	as

4th

Reformed

Bomber

Division.



	Jan

50
	to

Assigned

XXX

Bomber

Corps.



	Jul

51
	In

Caribbean

area.







402. 7 Bomber Division

a. Basic Elements.











	ETERNA
	40251
	Caribbean
	Area



	Unit
	
	Commander
	




	CG

Regt.

29 Bmr

Regt.

296 Bmr
	Air Div

Gen of

Col BLANCK,
	FRANCO,

George A.

Marvin
	40254
	



	Regt.

316 Bmr
	Col BARDLET,
	V. M. Jr
	40252

40253
	












	Aug

46
	Formed

as

7th

Attack

Tacti

Ground

Group,

IV

Air

California

Campaign;

anni

cal

Force,

hilated.




	Jul

48
	reforming

as

Identified

7th

Bomber

Division.



	Mar

49
	in

Sixth

Air

Identified

Caribbean,

Army.



	May

49
	California

campaign.



	Te_

üäll

ETA

U\J
	under

Identified

IV

Böiiiber

Corps.



	Sep

51
	Caribbean

area.

Located

in



	Mar

52
	In

Texas

campaign.







403. 9 Bomber Division

a. Basic Elements.









	NAME

CODE
	AFPO

NUMBER
	LOCATION




	TERURO
	40717
	













	Unit
	Commander
	AFPO No.




	152 Bmr Regt.

184 Bmr Regt.
	P

Col PAPARTIS,

Peter
	40718

40719



	210 Bmr Regt.
	Col RUDDER,

Charles van

der.
	40720












	Feb

50
	from

Formed

volunteers.

chiefly




	Sep

51
	to

VI

Assigned

Bomber

Corps.



	Apr

52
	In

Texas

campaign.







404. 15 Bomber Division

a. Basic Elements.










	NAME

CODE

CERVO
	AFPO

NUMBER

40456
	LOCATION

Army

Group
	East

Area



	Unit
	
	Commander
	AFPO No.




	CG

Commander .

Deputy

Regt.

45 Bmr
	Gen of

Air Div

Col PAUAUX,
	Emile.

NOLLY,

Ronald
	40457



	80 Bmr Regt

96 Bmr Regt
	
	
	40458

40459












	History.

b.
	




	Aug

46
	for

Formed

during

California

home

defense

campaign.



	Sep—Oct

47
	Support

of

amphibious

landings

New

Eng

in

area.

land



	Feb

50
	Reported

reformed.



	Jul

52
	With

Sixth

Rifle

Army.







405. 22 Bomber Division










	c.
	Elements.

Basic
	'
	•






CODE NAME ÂFPO NUMBER LOCATION

CLAVO 40151 Caribbean Area (?)









	Unit
	Commander
	AFPO No.




	CG

Regt

2 Bmr

33 Bmr

Regt
	Air Div

Gén

of

ALVAREZ, Joaquin.

Justo

Col CADENAS;
	40152



	91 Bmr

Regt.
	Comdt

DATES,

John
	4Ó153

40154












	Mar

46
	as

47th

for-Califôrriià

• Formed-

Bomber

Group




	
	campaign.



	Nov

46
	Bomber

Regiment

guarded

Panama

91st

Canal.



	Dec

46
	In

under

California

XII

Tactical

Air

Force.



	May

48
	as

Reformed,

22d

Bomber

Division.



	49

!NOV
	In

Caribbean

area.



	Jul

50
	In

northern

Florida.



	Mar

52
	for

outstanding

operations

Texas

Cited

in



	
	campaign.

•'







406. 40 Bomber. Division

a. Basic Elements.

CODE NAME AFPO NUMBER .. LOCATION, .' .. 'J

TROUZI 40156 Army Group West Area









	Unit
	Commander
	AFPO No.




	CG

Regt.

164 Bmr
	Air Div

Felix.

Gen

of

LUCER,
	



	Regt.

182 Bmr

Regt.

224 Bmr
	
	40157

40158

40159












	Jan

46
	Formed

as

80th

Bomber

Medium

Group.




	Dec

46
	XII

Air

Tactical

Under

Force

in

California.



	Apr

47,
	In

Area.

\

.Caribbea,n

-



	Nov

47
	In

Florida

under

Air

campaign

Tactical

X



	
	v;

.,Force:.<:

•.,



;

•



	Jun

48
	Reformed

as

40th

Bomber

Division.



	Dec

49
	IX

Under

Bomber:

Corps,

:



	Jul

51
	aircraft.

entirely

with

Believed

equipped

new













	407.
	4

4

Bomber

Division
	



	Basic

Elements:'

a.

NAME

CODÉ

BANO
	! AFPÖ

NUMBER

LOCATION

'

40426

St.
	:

Area

Lawrence




	Unit
	, Commander
	AFPO No.* ;



	Deputy

Commander.

Regt!:!.'!:.

53 Bmr

66 Bnu1 Regt

Regt

81 Bmr
	Col MERE.

Charlea

III.

;:Comdt

PROUST,

Gilb'ert
	40427

40428

40429,



	History,

b.

Dec

49

Mar

50

Sep

50
	4

from

recruiting

Formed

volunteers

in

térritory.

in

Newfoundland.

Identified

against

Missions

northeast

United
	campaign

States.



	408.

. r • • *

Basic

Elements.

a.

NAME

CODE

CARNIRO
	5

Bomber

Division

AFPO

NUMBER

LOCATION,,

Southeast

407,07

,

?
	Asia

Area

(

?)



	Unit
	Commander
	AFPO No.



	CG

Deputy

Commander.

Regt

160 Bmr

Regt

229 Bmr

281 Bmr

Regt
	Div

OLBRICH,

Francis.

Gen

of

Air

Col APELL,

Martin

Col GELDER,

Walter
	40708

40709

40710



	History.

b.
	
	



	Jun

48

Aug

52
	'

"

Formed

from

former

Luftwaffe

Believed

located

in

Southeast
	personnel.

Asia.



	409.

Basic

Elements.

a.

'

NAME

CODE

GARBO
	5

3

Bomber

Division.

AFPO

NUMBER

LOCATION

40431
	



	Unit
	Commander
	.AFPO Ño.





Jan 48 Formed from volunteers of World War II air men; all ardent followers of FARRUCHI.

Aug 51 Mar 52 Caribbean area. Texas campaign.

Sep 52 Elements possibly sent to Homeland.




Section V. GROUND ATTACK DIVISIONS


410. 1 Ground Attack Division

a. Basic Elements.

AKRIDO 40492 Army Group East Area









	Unit
	Commander
	AFPO No.




	CG.

Regt.

36 Grd Atk
	Air Div

Gen of

BULB,

Rubin
	



	Regt.

67 Grd Atk

Regt.

95 Grd Atk
	Henry

Col CARR,

Col PLA,

Alfred
	40493

40494

40495





b. History.

Mar 47 Formed as 1st Ground Attack Division.

Nov 47—Nov 49 In support of XXIV and XXXV Corps in St.

Lawrence campaign.

Feb 50 Assigned to VIII Ground Attack Corps.



411. 16 Ground Attack Division

a. Baxic Elements.

ORO 40774









	Unit
	Commander
	AFPO No.




	CG

Deputy

Commander

Regt

68 Grd Atk

Regt

78 Grd Atk

Regt

98 Grd Atk
	Air Div

Gen of

RUSH,

Frederick.

Col SPATFER,

Paul

Comdt

GALT,

Ulysses

S

Comdt

HALL,

Jerome

Comdt

SPULLER,

Eugene
	40775

40776

40777





6. History.

Dec 49 Formed entirely from volunteers with World

War II experience.

Mar 50 Assigned to VI Armored Corps. Jan 51 Units stationed in Caribbean.

Aug 51 In third Carolina campaign, VI Armored Corps. Jul 52 Withdrawn to Caribbean area. Aug 52 Returned to Homeland.



412. 17 Ground Attack Division

a. Basic Elements.

DORMO 40436 Army Group West Area









	Unit
	Commander
	AFPO No.




	CG

224 Grd Atk

Regt_

235 Grd Atk

Regt

Regt.

237 Grd Atk
	Gen of

Air Div

Henry.

POINCOURT,

Col MULLE,

Charles

Col NEGOND,

Gabriel

_

REVEILLE,

Comdt

S. Jackson
	40437

40438

40439












	Aug

47
	as

Attack

Formed

17th

Ground

Division.




	May

48
	reformed

Joined

IV

Mechanized

Corps.



	Feb

50
	with

Identified

IV

Corps.

Mechanized



	Sep

53
	With

Twentieth

Army.

Mechanized







413. 18 Ground Attack Division

a. Basic Elements.

GLITI 40767 Florida Area









	Unit
	Commander
	AFPO No.




	CG

Regt.

134 Grd Atk

Regt.

152 Grd Atk

Regt.

187 Grd Atk
	Gen of

Air Div

ISAKI,

Taki.

Fang-ho

Col KOOWAN,

Col DEMPSY,

Theodore
	40768

40769

40770





b. History. May 48 Jul—Aug 48 Jan—Oct 49 Nov 49 Mar 50 Formed as the 18th Ground Attack Division (experimental). Sent replacements for 25th Ground Attack Division. Support of III Corps in St. Lawrence campaign. Returned to Aggressor. Assigned to II Mechanized Corps.

Actively engaged in Florida defense.



414. 25 Ground Attack Division

a. Basic Elements.









	NAME

CODE
	AFPO

NUMBER
	LOCATION




	RIMEDO
	40761
	North

Area

(

A.rmy

Group

?)





Unit Commander AFPO No. CG... 79 Grd 'Atk Regt- _ 218 Grd Atk Regt_ 271 Grd Atk Regt_ Gen of Air Div SCHAUB, Raymond-Col TAUGNITZ, Radford F. V Col GRUNWALD, Curtis 40762 40763 40764








	History.

b.
	




	Jul

46
	as

25th

Attack

Division

for

Formed

Ground

California

campaign.



	46

Dec
	Air

Under

IV

Tactical

Force.



	Aug

48
	as

25th

Attack

Division.

Reformed

Ground

personnel

from

18th

Attack

Some

Ground

Division!



	50

Mar
	XIII

as

component

of

Attack

Identified

Ground

Corps.

•



	Jun

51
	Sixth

Rifle

Army.

With



	Aug

51
	In

third

Carolina

campaign.



	Mar

52
	Elements

in

Texas

campaign.'



	Sep

52
	returned

to

Reported

Homeland.

•







415. 33 Ground Attack Division

a. Basic Elements.




	CODE
	NAME




	MISTERO
	





AFPO NUMBER 40474

LOCATION Caribbean Area









	Unit
	Commander
	AFPO No.




	CG

Regt.

223 Grd Atk

Regt.

243 Grd Atk

Regt.

266 Grd Atk
	Air Div

Gen of

REZAC,

Radimir.

Col ZIDKOVSKY,

Adlo

Col HOLLY,

Frank
	40475

40476

40477












	History.

b.
	




	Apr

46
	as

Attack

Formed

Group.,

23d

Ground

*



	Nov

46
	Air

IV

Tactical

Force

California

Under

in



	
	campaign.

,



	Aug

47
	as

Reformed

Attack

Division.

33d

Ground



	Feb

50
	of

as

organic

part

XII

Armored

Reported

•



	
	Corps.

,

,



	52

Oct
	In

Caribbean

area.

,.














	
	3
	
	



	416.
	
	6

Ground
	Attack

Division



	Basic

a.
	Elements.
	
	



	NAME

CODE
	AFPO

NUMBER
	LOCATION
	






DEZERTO 40176 Army Group East Area'(??)











	Unit

Commander
	
	AFPO No.
	




	CG
	
	Gen of Air Div
	GONZALEZ, Elmo.
	



	Regt-

287 Grd Atk
	
	
	
	•40177-



	Regt.

'291'Grd Atk
	
	Loren T

Col HARGIS,
	
	40178



	Regt.

300 Grd Atk
	
	
	
	, 40179



	History.

b.
	
	3
	
	



	Dec

48
	Formed
	as

36th

Ground
	Attack
	,.

Division.

-



	Mar

51
	
	III

Assigned

to

Armored
	Corps.
	



	Jun

53
	
	with

Working

Third
	Mechanized
	Army.



	417.
	
	8

Ground
	Attack
	Division



	Basic

Elements.

a.
	
	
	
	



	NAME

CODE
	
	AFPO

NUMBER
	LOCATION
	





J

CODE NAME INTENCI

AFPO NUMBER 40479

St. Lawrence .Area











	Unit
	Commander
	
	AFPO No.



	CG

Regt

16 Grd Atk

Regt.

302 Grd Atk

Regt.

311 Grd Atk
	Gen of Air Div

CILMPON,
	Ned.
	40482

: 40480.

.40481
	




	History.

b.
	
	
	
	



	Jan

49
	Formed

as

38th

Ground
	Attack

Division.
	
	



	Jan

50
	Lawrence

campaign,

St.
	Air

Seventh'
	Army.
	



	Jul

51
	VIII

Attack

Ground

port

III

of

Rifle

Corps.
	Corps,

St.

Lawrence,
	sup
	



	Feb

52
	St.

Lawrence

Second
	campaign.
	
	



	418.

Elements.

Basic

a.
	4

9

Ground
	Attack
	Division
	



	NAME

CODE
	AFPO

NUMBER
	LOCATION
	
	



	PAVO
	4018Í'
	Caribbean
	Area

;
	





»

»

PAVO 4018Í' Caribbean Area ;









	Unit
	Commander
	AFPO No.




	Deputy

Commander

9 Grd Atk

Regt
	Col BERTIL,

Raymond
	40182



	'1

38 Grd Atk

Reg$

43 Grd Atk

Regt
	1'

1

John M

Col ALLEY,
	40183

40184












	Dec

45
	as

Attack

Formed

19th

Ground

Group.




	Dec

46
	Air

California

campaign,

IV

Tactical

Force.



	May

47
	Reformed

as

49th

Attack

Ground

Division.



	Feb

48
	Caribbean

occupation.



	Apr—May

49
	of

Support

ground

divisions

Carolina

in

campaign.



	Jan

50
	to

Air

Assigned

Sixth

Army.



	Jul

50
	aircraft

with

and

Re-equipped

new

personnel.



	Jul

51
	Caribbean,

Attack

Ground

Corps.

XV



	Mar

52
	In

campaign.

Texas



	Aug

52
	Reorganized

in

Caribbean.







419. 55 Ground Attack Division

a. Basic Elements.




CODE NAME AFPO NUMBER LOCATION

RAJTO 40751 Army Group North Area ( ?) Unit Commander AFPO No. 122 Grd Atk Regt-147 Grd Atk Regt. 194 Grd Atk Regt. Col HOECKE, Willi.. Col FEIND, Peter Col AMSBERG, Axel. 40752 40753 40754








	Jul

48
	as

the

Attack

Formed

55th

Ground

Division.




	Feb

50
	XIII

Attack

Assigned

to

Ground

Corps.



	Aug

51
	XIII

Caribbean

under

Attack

Ground

Corps.



	Mar

52
	Reported

to

in

Homeland.

be






420. 63 Ground Attack Division

a. Basic Elements.









	NAME

CODE
	AFPO

NUMBER
	LOCATION




	BAPTI
	40107
	Area

Caribbean













	Unit
	Commander
	AFPO No.




	CG

Regt

7 Grd Atk

Regt.

18 Grd Atk

Regt.

64 Grd Atk
	of Air Div

Gen

MAJOR, Sargent.

Col RODRICK,

Ferdinand
	40108

40109

40110





b. History.

Sep 48 Formed around officer-cadre from combat tried units.

Jan 49 Demonstration unit, Air University.

Dec 49 Early 50 Aug 50 Jun 51 Aug 51 Mar 52 Oct 52 XV Ground Attack Corps in Caribbean. Defense of Caribbean. Located in San Juan, Puerto Rico. Air strikes against oil fields in southern United States. Third Carolina campaign, V Ground Attack Corps. In Texas campaign. In Caribbean.




Section VI. ANTIAIRCRAFT DIVISIONS WITH AIR FORCE UNITS


421. 90 AA Division

a. Basic Elements.

AKRA 32080 Southeast Asia Area









	Unit
	Commander
	AFPO No.




	CG
	Gen of Div

CAFFARTY,

Frederick.
	



	490 M AA Bn
	Comdt CANACHO,

Hugo
	32081



	962 M AA Brig
	
	



	3846 M AA Bn
	
	32084



	964 M AA Brig
	
	



	2892 M AA Bn
	Comdt

ZVONIMIR,

Anton
	



	2893 M AA Bn
	
	



	965 M AA Brig
	Col BIAUDET,

Renard
	11756



	2895 M AA Bn
	Comdt

CONCHA,

Porfira
	



	2896 M AA Bn
	
	



	2897 M AA Bn
	
	



	Divisional

Svc

Trps
	Col DOULET,

Andre
	







b. History.

Apr 52 Formed with cadre from 965 AA Brig (Smbl).

>

Apr 53 Asgd to Fourth Air Army.



422. 91 AA Division

a. Basic Elements.

10415 Army Group South Area









	Unit
	Commander
	AFPO No.




	Deputy

Commander.

491 M AA Bn
	Col AXICAR,

Juan
	10417



	Trps

Divisional

Svc
	Col BARBER,

R. E. Lee.
	





Apr 52

Reported formed.

Dec 54

Assigned to Eighth Air Army.



423. 98 AA Division

a. Basic Eléments.

CODE NAME AFPO NUMBER FALKO '

;

LOCATION . Caribbean Area'.









	Unit
	Commander
	AFPO No.




	CG
	Div

Gen of

BERTOSSI,

Mario.
	



	961 M AA

Brig
	Col ARIS,

Evçristo
	



	AA Bn.

3843 M
	
	



	AA Bn.

M

3844
	Thomas'.

Comdt BLASTICH,
	



	Brig

963 M

AA
	Nino

Col AROVALDO,
	11754



	AA Bn.

2889 M
	
	





b. History.

Api* 52

Formed with cadre from 963 AA Brig (Smbl).

Assigned to Sixth Air Army (Rear).

Jul 53 Shipped to Caribbean from assignment to Sixth Air Army (Forward). . -



424. 99 AA Division

a. Basic Elements.

CODE NAME AFPO NUMBER . LOCATION

NEBULO 11451 St. Lawrence Area









	Unit
	Commander
	AFPO No.




	CG

960

M

AA

Brig

Bn.

3840

M

AA
	Juan.

Gen of

Brig ASTIRITI,

H

Robert

Col ANSKOOTS,
	11751

11453



	Bh.

3841 M

AA
	:

Hugh.:

Maj ARTHUR,
	'11454





b. History.

Apr 52 Formed with cadre from 960 AA Brig (Smbl). May 53 Assigned to Seventh Air Army (Rear).

Aug 53 1 Shippëd to St. Lawrence Area for assignment to Seventh Air Army (Forward).






CHAPTER 7 AIR FORCE AND NAVAL UNITS


Section I. AIR FORCE FLYING UNITS (DIVISIONAL)


425. Fighter Regiments

>

»

»












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	2
	
	
	75
	59 Ftr

Div.
	



	3
	6 Ftr

Div.
	
	77-
	50 Ftr

Div.
	



	5
	
	
	82
	
	



	6
	98 Ftr

Div.
	
	90
	Ftr

Div.

50
	



	7
	98 Ftr

Div.
	
	95
	
	



	8
	98 Ftr

Div.
	
	101
	50 Ftr

Div.
	



	10
	
	
	106
	
	



	14
	59 Ftr

Div.
	
	108
	35 Ftr

Div.
	



	16
	
	
	110
	8 Ftr

Div
	



	21
	6 Ftr

Div
	
	113
	
	



	30
	
	
	126
	52 Ftr

Div.
	



	42
	6 Ftr

Div
	
	127
	
	



	48
	42 Ftr

Div
	
	135
	8 Ftr

Div
	



	50
	59 Ftr

Div
	
	142
	
	



	52
	8 Ftr

Div
	
	154
	35 Ftr

Div
	



	56
	35 Ftr

Div
	
	188
	Div

13 Ftr
	



	57
	52 Ftr

Divv
	
	198
	13 Ftr

Div.'.:
	



	58
	42 Ftr

Div
	
	207
	13 Ftr

Divi
	



	60
	
	
	246
	52 Ftr

Div
	



	70
	42 Ftr

Div.
	
	272
	
	







426. Bomber Regiments












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	2
	22 Bmr

Div.
	
	81
	44 Bmr-Div.
	



	3
	
	
	87
	
	



	•8
	2 Bmr

Div.
	
	91
	22 Bmr

Diy.
	



	19
	
	
	92
	Div"

4 Bmr
	



	29
	7 Bmr

Div
	
	96
	Div.

. 15 Bmr
	



	33
	Div.

22 Bmr
	
	100
	
	



	34
	Div

4 Bmr
	
	106
	Div.

53 Bmr
	



	39
	
	
	112
	Div

2 Bmr
	



	45
	Div.

15 Bmr
	
	122
	
	



	53
	Div.

44 Bmr'
	
	131
	Div.

53 Bmr
	



	59
	Div

4 Bmr
	
	138
	Div.

53 Bmr
	



	62
	Div

2 Bmr
	
	146
	
	



	66
	44 Bmr

Div.
	
	152
	Div

9 Bmr
	



	75
	
	
	160
	Div.

45 Bmr
	



	80
	15 Bmr

Div.
	
	164
	40 Bmr

Div.
	
















	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	179
	Div.

40 Bmr
	
	229

258
	Div.

45 Bmr
	



	182

184

191
	Div

9 Bmr
	
	281

296
	45 Bmr

Div

7 Bmr

Div
	



	210

224
	Div

9 Bmr

40 Bmr

Div.
	
	316
	Div

7 Bmr
	







427. Ground Attack Regiments












	No.
	Parent organization
	Remarks
	No.
	Parent organization
	Remarks




	4
	
	
	160
	
	



	7
	Div.

63 Grd

Atk
	
	187
	Atk

Div.

Grd

18
	



	9
	Div.

49 Grd

Atk
	
	190
	
	



	16
	Div.

Grd

Atk

38
	
	194
	Div.

Grd

Atk

55
	



	18
	Div.

Atk

63 Grd
	
	201
	
	



	20
	
	
	218
	Grd

Atk

Div.

25
	



	28
	
	
	223
	Atk

Div.

Grd

33
	



	36
	Div

1 Grd

Atk
	
	224
	Div.

Grd

Atk

17
	



	38
	Div.

49 Grd

Atk
	
	235
	Div.

Grd

Atk

17
	



	43
	Atk

Div.

49 Grd
	
	237
	Div.

Atk

Grd

17
	



	51
	
	
	243
	Grd

Atk

Div.

33
	



	64
	Div.

63 Grd

Atk
	
	250
	
	



	67
	Div

1 Grd

Atk
	
	266
	Div.

Grd

Atk

33
	



	68
	Div.

16 Grd

Atk
	
	271
	Div.

Grd

Atk

25
	



	78
	Div.

16 Grd

Atk
	
	287
	Atk

Div.

Grd

36
	



	79
	Div.

25 Grd

Atk
	
	291
	Div.

Grd

Atk

36
	



	95
	Div

1 Grd

Atk
	
	300
	Div.

Grd

Atk

36
	



	98
	Div.

16 Grd

Atk
	
	302
	Div.

Grd

Atk

38
	



	111
	
	
	303
	
	



	122
	Div.

55 Grd

Atk
	
	311
	38 Grd

Atk

Div
	



	134
	Div.

18 Grd

Atk
	
	318
	
	



	147
	Div.

55 Grd

Atk
	
	322
	
	



	152
	Div.

18 Grd

Atk
	
	
	
	








Section II. AIR FORCE FLYING UNITS (NONDIVISIONAL)


428. Air Service Brigades










	No.
	AFPO No.
	Code name
	Remarks




	27
	
	
	Sixth

Air

Army



	36

39
	
	PROVISO.
	Col ULRICHSON,



	
	
	
	Bernadette







429. Artillery Observation Regiments












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Hemarks




	44
	40170
	Fabien

Col ODURTZ,

Caribbean
	111
	40171

40410
	Carolina

Texas



	50
	
	Florida
	112
	
	XI

Arty

Corps



	55
	
	Lawrence

St.
	113
	
	



	66
	40180
	Southeast

Asia
	
	
	







430. Reconnaissance Regiments












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	3

24
	
	Texas
	46
	40132
	Seventh

Army

Air

(Fwd)



	26
	40192
	Sixth

Air

Army

(Fwd)
	47
	40196
	(Rear)

Sixth

Air

Army



	28
	40490
	Fourth

Army

Air

(Fwd)
	49
	40496
	Seventh

Army

Air

(Rear)



	30

36
	
	Eighth

Air

Army
	50
	40712
	Fourth

Army

Air

(Rear)



	
	
	
	52

69
	40713

40773
	Eighth

Air

Army







431. Air Transport and Medical Evacuation Regiments












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	5

6
	40518

40147
	39 Air

Svc

Brig
	27

33
	40221
	36 Air Svc

Brig

Svc

Brig

27 Air



	8

19
	
	Svc

Brig

27 Air
	39

44
	40222
	27 Air Svc

Brig



	21
	
	
	
	
	







432. Liaison Regiments












	
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	848
	40123
	Sixth

Air

(Fwd)

Army
	939
	40119
	(Rear)

Sixth

Air

Army



	896
	40449
	Seventh

Air

Army

(Rear)
	957
	40120
	Fourth

Air

Army

(Fwd)



	903
	40117
	Eighth

Army

Air
	969
	40568
	Seventh

Air

Army



	921
	40132
	Fourth

Air

Army

(Rear)
	
	
	(Fwd)








Section III. AIR FORCE GROUND UNITS


433. Airfield Security Brigades












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	902

919
	40136

40548
	Sixth

Air

(Fwd)

Army

Eighth

Air

Army
	968
	40577
	Fourth

Air

Army

(Rear)



	932

937
	40141

40549
	(Rear)

Sixth

Air

Army

Seventh

Air

Army

(Rear)
	979
	40174
	WALTHEN,

Col

Fourth

Frederick,

Air Army

(Fwd)



	967
	
	
	997
	40824
	Seventh

Air

Army

(Fwd)







434. Medium Antiaircraft Brigades (Army)












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	959
	
	Seventh

Army

Air

(Rear)
	964

965
	11756
	90 AA Div

90 AA' Div



	960
	11751
	I5iv

99 AA
	970
	
	Eighth

Air

Army



	961

962
	
	AA Div

98

AA Div

90
	972

980
	
	(Rear;

Sixth

Air

Army

Fourth

Air

Army



	963
	11754
	Div

98 AA
	
	
	(Rear)







435. Engineer Airfield Construction Regiments












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	602
	40234
	
	613
	40245
	REIGNITZ,

Comdt



	611

631
	40243

40836
	
	626
	40831
	Torval



	639

644
	40841

40532
	
	656
	40544
	Comdt

SEBARDO,

Sache



	649
	40537
	
	661
	40876
	



	654
	40542
	
	668

673
	40883

40888
	







436. Signal Airfield Communication Regiments












	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks



	9

10
	
	
	11

13
	40148
	Caribbean

Lawrence

St.

(??)






>

»

»












	
	
	A
	
	
	



	437.
	
	
	
	ir

Force
	Maintenance

Regiments




	AFPO No.

No.
	
	Remarks
	No.
	AFPO No.
	Remarks



	
	40583

40168
	
	988

994
	40796
	



	922

952
	
	
	
	
	



	438.
	
	
	
	edium
	Antiaircraft

Battalions



	No.
	AFPO No.
	M

Remarks
	No.
	AFPO No.
	Remarks
















	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	490
	
	Div

90 AA
	2897
	
	965 M

AA Brig



	491
	
	91 AA Div
	3840
	
	960 M

AA Brig



	2889
	
	963 M

AA Brig
	3841
	
	AA Brig

960 M



	2892
	
	964 M

AA Brig
	3843
	
	961 M

AA Brig



	2893
	
	.964 M

AA Brig
	3844
	
	961 M

AA Brig



	2895
	
	965 M

AA Brig
	3846
	
	AA Brig

962 M



	2896
	
	965 M

AA Brig
	3902
	
	M

AA Brig

980



	439.
	
	A
	
	ir

Force
	Supply

Battalions



	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks
















	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks



	947
	40163
	Caribbean
	971
	40595
	




	965
	40594
	
	977
	40596.
	



	440.
	
	M
	
	otor
	Transport

Regiments












	Fourth

Eighth

Army

AirArmy

Air

1216

1107
	(Fwd)



	M
	

















	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	23
	
	A

Seventh

Air

Army(?)
	37
	
	Sixth

Army

(Fwd)

Air



	442.
	
	
	
	ir
	Evacuation

Units

(Army)
















	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks



	979

980

983
	21795

21796
	Seventh

Army

Air

(Fwd)
	984

985

987
	21797

21798
	Sixth

Air

Army

(Fwd)

Texas

(?)









Section IV. NAVAL UNITS













	443.

No.
	
	AFPO No.
	N

Section

IV.
	NAVAL

aval

Code name **
	UNITS

Infantry
	Brigades

Remarks




	
	7

10

20

30

40
	
	N
	
	
	Group

West

Army

Area

East

Army

Group

Area

Group

North

Army

Area

Army

Group

South

Area



	444.

No.
	AFPO No.
	
	Remarks
	aval

No.
	Rifle

AFPO No.
	Battalions

Remarks
















	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks



	13
	
	
	121
	
	30 Nav

Inf

Brig



	37
	
	Inf

10 Nav

Brig
	122
	
	30 Nav

Inf

Brig



	38
	
	Inf

10 Nav

Brig
	157
	
	40 Nav

Inf

Brig



	39
	
	Inf

10 Nav

Brig
	158
	
	40 Nav

Inf

Brig



	80
	
	Inf

20 Nav

Brig
	160
	
	40 Nav

Inf

Brig




	445.
	
	N
	aval
	Amphibious
	Tank

Battalions



	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks
















	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks



	110

120

130
	
	N

Inf

10 Nav

Brig

20 Nav

Inf

Brig

Inf

30 Nav

Brig
	140

501
	
	40 Nav

Inf

Brig

Inf

10 Nav

Brig




	446.
	
	
	aval
	Engineer
	Assault

Battalions
















	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	26

210
	
	N

Inf

10 Nav

Brig
	240
	
	40 Nav

Inf

Brig



	447.
	
	
	aval
	Amphibious
	Tractor

Battalions



	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks
















	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks



	320

330

340
	
	N

Inf

20 Nav

Brig

Inf

30 Nav

Brig

40 Nav

Inf

Brig
	501

520

532
	
	Inf

20 Nav

Brig



	448.
	
	
	aval
	Aviation
	Units




	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks
















	No.
	AFPO No.
	Remarks
	No.
	AFPO No.
	Remarks




	15

81
	
	Ftr

Regt

Nav

Carrier

Nav

Regt

Recon
	29

62
	
	Nav

Bmr

Regt

G/A

Regt

Nav









PART FOUR REFERENCE DATA CHAPTER 8


LOCATIONS OF MAJOR ORGANIZATIONS OF THE AGGRESSOR ARMED FORCES



Section I. GENERAL


449. General

This chapter lists Aggressor ground and air tactical organizations of division size or larger in the Homeland and oversea areas as of 31 December 195J*. Only those units identified as having operational or general reserve missions are listed. Military and naval districts and training units of the Home Command have been omitted.




Section II. ORGANIZATIONS IN THE HOMELAND


450. Army Group West Area








	. Army

Groups
	Army

(Rear)

Group

West



	Armies

—
	First

Army

Rifle



	
	Fourth

Army

Rifle



	
	Twentieth

Army

Mechanized



	
	Air

(Rear)

Sixth

Army



	Corps

c.
	III

(?)

Corps

Rifle




	
	XIX

Rifle

Corps

?)

(



	
	. XXVI

Rifle

Corps



	
	Abn

Corps

I



	
	Arty

(??)

XI

Corps



	
	Bmr

IX

Corps



	
	Bmr

XXX

Corps



	Divisions

d.

:
	3

Div

Rifle



	-
	Div

Rifle

5



	j.,r
	Fus

Rifle

Div

10



	- • -
	Div

29

Rifle





Rifle Div Rifle Div Rifle Div Rifle Div (?) Rifle Div Abn Div Abn Div Abn Div ( ?) Fus Mecz Div Mecz Div Mecz Div Mecz Div Fus Tank Div Tank Div Arty Div Arty Div Arty Div AA Div Bmr Div Bmr Div. Grd Atk Div



451.' Army. Group East Area

a. Army Groups Army Group East (Rear) b. Armies , Sixth Rifle Army Eighth Rifle Army (?) Third Mecz Army (?) Seventh Air Army (Rear) c. Corps : : II Rifle Corps XXI Rifle Corps (?) XXII Rifle Corps XXIV Rifle Corps XXXII Rifle Corps XXXVI Mtn Corps VII Arty Corps d. Divisions : 1 4 Rifle Div (?) Rifle Div Rifle Div Rifle Div Rifle Div Rifle Div .71 Rifle Div . 90 Rifle Div Rifle Div








	
	Div

63

Mtn



	
	Div

73

Mtn



	
	Div

Mecz

3



	
	Arty

Fus

Div

•18



	
	Div

20

.Arty



	'
	Arty

Div

(?)

25



	
	Arty

Div

33



	
	Arty-Div

,52



	
	AX

Div

43



	
	,50

Ftr

Div

(??)



	
	Ftr

Div

52



	
	Div

Bmr

15



	
	Atk

Div

Grd

1



	
	Atk

(??)

36

Div

Grd



	452.

Army

Group

North
	Area



	Army

Groups

a.
	Army.

North

Group



	i

Armies

b.
	Fifth

Rifle

Army



	
	Rifle

Tenth

Army

(Rear)



	
	Twelfth

Army

(Rear)

Mecz



	
	Fifteenth

Army

Mecz



	
	Air

Fourth

Army

(Rear)

(

?)



	Corps

c.
	V

(?)

Rifle

Corps



	
	" .VIIÍ.Rifle

Corps



	
	X

Mtn

Corps



	
	XYI

Arty

Corps

_



	
	VI

Bmr

Corps



	
	XIII

Atk

Corps

r

Grd

-



	Divisions

d.
	_9

Div

Rifle

-i,"



	
	Rifle

Fus

Div

40



	
	Rifle

Div

(?)

40



	
	Rifle

Div

52



	
	.18

Fus

Mtn

Div



	
	Div

19

Mecz



	
	Arty

Div

23



	
	Div

Arty

50



	
	AA

.Div

46



	
	Bmr

Div

(??)

2



	
	Atk

Div

25

Grd



	
	(?)

Atk

Div

55

Grd



	453.

Army

Group

South.
	Area






a. Army Groups Army Group South








	Armies

b.
	Seventh

Army

(?)

Rifle

Eleventh

Army

Mecz



	
	Thirteenth

(??)

Army

Mecz



	
	I

Air

Eighth

Army



	Corps

c.
	(?)

Rifle

Corps



	
	IV

Rifle

Corps



	
	Mtn

Corps

XXXV



	
	VIII

Abn

Corps



	
	(??)

X

Corps

Cav



	
	Atk

Corps

Grd

V



	
	Ftr

X

Corps



	Divisions

d.
	5

(?)

Rifle

Div



	
	Rifle

29

Div



	
	Rifle

Div

58



	
	Mtn

Div

54



	
	Mtn

Div

92



	
	Abn

Div

9



	
	Fus

Div

20

Mecz



	
	Fus

Div

21

Mecz



	-

-
	Tk

Div

40



	
	Fus

Div

Cav

10



	'
	Cav

Div

12



	
	Arty

Div

21



	
	Div

AA

4



	
	AA

Div

91









Section III. ORGANIZATIONS IN OVERSEA AREAS 454. Caribbean Area








	Army

Groups

a.
	Army

West

(Forward)

Group

'



	Armies

b.
	Second

Army

Rifle



	
	(Forward)

Twelfth

Army

Mecz



	
	Air

(Forward)

Sixth

Army



	Corps

c.
	XXVIII

Rifle

Corps



	
	Abn

Corps

V



	
	Atk

Corps

Grd

XV



	Divisions

d.
	(?)

16

Rifle

Div



	
	Abn

Div

66



	
	Fus

Div

Mecz

8



	
	Div

Mecz

16



	
	Tank

Div

42



	
	Tank

Div

50



	
	Arty

Div

24



	
	AA

Div

8













	
	Ftr

Div

13



	
	Ftr

Div

98



	
	Div

Bmr

7



	
	Bmr

Div

22

(

?)



	
	Atk

Div

33

Grd



	
	Atk

Div

49

Grd



	
	Atk

Div

63

Grd




	455.
	C

arolina

Area



	Corps

a.
	XI

Rifle

Corps



	Divisions

b.
	14

Fus

Rifle

Div



	456.
	S

Area

t.

Lawrence



	Army

Groups

a.
	Army

East

(Forward)

Group



	Armies

b.
	Ninth

Rifle

Army



	
	Air

Army

(Forward)

"Seventh



	Corps

c.
	VI

Rifle

Corps



	
	Rifle

XV

Corps



	
	VIII

Atk

Grd

Corps



	Divisions

d.
	1

Rifle

Div



	^
	Rifle

Div

13



	
	Rifle

Div

35



	
	Rifle

Div

'39



	
	Fus

Rifle

Div

(??)

41



	
	Rifle

Div

66



	
	Rifle

Div

96.



	
	Div

Mecz

2



	
	Div

Mecz

(

??)

7

Tank

Div

43



	
	Div

Arty

53



	
	AA

Div

32



	
	AA

Div

99



	
	Ftr

Div

42



	
	Bmr

Div

44



	
	Atk

Div

38

Grd



	457.
	S

outheast

Area

Asia



	Armies

a.
	Rifle

Army

(Forward)

Tenth



	
	Air

(Forward)

Fourth

Army





30 Fus AA Div 41 AA Div 98 AA Div 8 Ftr Div








	Corps

b.
	XVIII

Rifle

Corps



	
	XXV

Rifle

Corps



	Divisions

c.
	2

Rifle

Div



	
	Rifle

Div

7



	
	Rifle

Div

21



	
	Rifle

Div

22



	
	Rifle

Div

34



	
	Div

Rifle

42



	
	Div

49

Abn



	
	Fus

Mecz

Div

19



	
	Arty

Div

36



	
	AA

Div

2



	
	AA

Div

90



	
	Ftr

Div

6



	
	Ftr

Div

59



	
	Div

45

Bmr

(

?)



	Area

458.

Florida
	



	Corps

a.
	XXIII

Rifle

(?)

Corps



	Divisions

b.

!
	30

Div

Rifle



	
	Div

Rifle

51



	
	Atk

Div

18

Grd



	459.

Texas

Area
	



	Corps

a.
	_ XXVII

Rifle

Corps



	
	XXX

Rifle

Corps



	
	IX

Cav

Corps

?)

(



	Divisions

b.
	.6

Rifle

Div



	
	Div

Rifle

11



	
	Fus

Rifle

Div

31



	
	Rifle

Div

62



	
	Div

Rifle

83



	
	Rifle

Div

86



	
	Div

Mecz

11



	
	Div

34

Mecz



	
	Div

. 38

Mecz



	
	Div

Cav

(

9

?)



	
	Div

30

Cav

?)

(



	
	Arty

Div

17



	Area

460.

Aleutian
	







460. Aleutian Area

Aleutian Force






CHAPTER 9 — CODE NAMES


461. Code> Names











	'.J

9'R

ABELOJ

ABENA;

23 R

AFERO.

AGADO

AGO

AKCIPITRO

86 R

1 R

AKOMPANI

AKRA

AKRIDO

1 Grd

12 R

ALDONI

VII

ALMOZO'.

AMBOSO



AMELO:

5 Mecz

XXI

ANGELO

ANGULO.

'23

37 R

ANKORAU

ANKRO;

4 Bmr

APARTEI

3 Mecz

ARANEO

54 Mtn

ARBOli

8 Ftr

ARGO

ARGENTO

8 Fus

AROGANTA:.

i

ARSENIKO.

ATARI

VI

AVARA;

94 R

AZOTO

BALANCI.

33

XI

BALISTO.

:

BAÑO

BAPTI

63 Grd

-

95 R

BARAKTI

J

42 Tk

BARI

_

BASTON0.

17 Mecz

BATALI

BATEGO

VIII

BLEKI

-

BLOVI.;

.:

BOJO

BONA
	Code name:
	Unit

•
	Code name
	Unit




	
	
	Div

!
	BRUTO
	R

XVIII

Corps



	
	
	Div
	CERBECOL
	Group

Army

West

-



	
	
	14 Cav

Div
	CERVO
	15 Bmr

Div



	
	
	Seventh

Army

Air

-
	CAPELO:
	Div

28 Abn

'



	
	
	812 Abn

Brig
	CARNIRO

'
	45 Bmr

Div



	
	
	Div
	CASI
	Div

22 Mecz



	
	
	Div
	CEFO
	XIX

R

Corps



	
	
	90 AA Div
	CERRO:
	43 Tk

Div



	
	
	Atk

Div

•
	CEVALO:
	Div

12 Cav



	
	
	Div
	CIE
	X

Cav

Corps



	
	
	Arty

Corps
	CIELO
	Div

2 Bmr



	
	
	40 AA Div
	CIFIGI
	II

R

Corps



	
	
	Div
	
	



	
	
	r
	CIRRAU
	1 Fus

Div

Mecz



	
	
	R

Corps
	DAURI

DECIDI;:
	Force

Aleutian



	
	
	Arty

Div
	
	R

•31 Fus

Div



	
	
	Div
	DEDICI

:
	I

Airborne

Corps



	
	
	Div

'
	DEFENDI
	XVI

Arty

Corps



	
	
	Div

-
	DERRETO
	73 Mtn

Div



	
	
	Div
	DERSTRO
	7 R

Div



	
	
	Twentieth

Mecz
	DEMANDIi
	18 R

Div

1

'

»



	
	
	'

Army
	DENUNCI;—
	87 R

Div



	
	
	Div
	DERVISO
	30 Cav

Div



	
	
	R

Div
	DEVIGI-;
	Fourth

Air

Army



	
	
	15 Fus

Div

Mecz
	DEZERTO
	Atk

36 Grd

Div'

'



	
	
	59 Ftr

Div
	DIFERTI
	R

14 Fus

Div



	
	
	R

Corps
	DIFERENCI
	34 R

Div



	
	
	Mtn

XXXV

Corps
	DIGI
	24 Arty

Div

'

- J



	
	
	Div
	:

DIRTI
	Command

Home



	
	
	R

Div

'

!
	DISTINGIJ'.
	98 Ftr

Div



	
	
	Arty

Corps
	DISTRADO
	16 R

Div

i :

•



	
	
	44 Bmr

Div
	DORMO
	Atk

17 Grd

Div



	
	
	Atk

Div
	DRASI
	Div

5 Arty



	
	
	Div
	

DRONI
	96



	
	
	Div
	EFERTIVA
	42 Ftr

Div'

'



	
	
	Div
	EFIRI;
	



	
	
	R
	
	10 Fus

Cav

Div



	
	
	XXVIII

Corps
	ERSPLODAJO
	Bmr

IV

Corps



	
	
	Grd

Atk

Corps
	ERZEMPLO
	40 R

Div.



	
	
	27 Abn

Div

'
	ELERTITA
	71 R

Div



	
	
	Mtn

XXXVI

Corps
	EMINENTA
	19 Fus

Mecz

Div



	
	
	49 Abn

Div

1
	ESXER
	65 R

Div



	
	
	Div

6 Mecz
	ETENDI
	Div

19 Mecz

'

•

'

•



	BRILI
	;
	• 66 Abn

Div

< ¡

!
	ETERNA.;
	7 Bmr

Div

1














	Code name
	Unit
	Code name
	Unit




	EVITI
	35 Ftr

Div
	LABUNO
	22 Sig

Brig



	FAJILO
	Arty

Div

50
	LACERTO
	41 AA Div



	FAJRO
	17 Arty

Div
	LAUTA
	36 Arty

Div



	FALKO
	98 AA Div
	LAVANGO
	Third

Mecz

Army



	FARINGO
	XXXII

R

Corps
	LUMI
	R

XXVI

Corps



	FERDEKO
	6 MT

Brig
	MAJESTO
	R

16 Fus

Div



	FERO
	XI

R

Corps
	MALLASI
	18 Fus

Arty

Div



	FIRMA
	44 R

Div
	MALSATA
	32 Tk

Div



	FLUGI
	Bmr

VI

Corps
	MANTELO
	67 R

Div



	FLUI
	12 AA Div
	MARTELO
	East

Group

Army



	FRAKASI
	16 Mecz

Div
	MASINO
	21 Arty

Div



	FULMO
	51 R

Div
	MELEAGRO
	32 AA Div



	FURIOZA
	13 Ftr

Div
	MELO
	30 R

Div



	GALO
	15 Abn

Div
	MERITO
	R

10 Fus

Div



	GARBO
	53 Bmr

Div
	MIGDALO
	47 AA Div



	GARDEMECO
	II

Bmr

Corps
	MIKSI
	58 R

Div



	GARDI
	Tenth

R

Army
	MILITI
	25 Arty

Div



	GENI
	40 Tk

Div
	MISTERO
	33 Grd

Atk

Div



	GLAVO
	22 Bmr

Div
	MODELO
	20 Fus

Div

Mecz



	

GLITI
	18 Grd

Atk

Div
	MORDI
	50 Tank

Div



	GLOBO
	22 R

Div
	MURO
	3 R

Div



	GRIMAGO
	6 Ftr

Div
	NEBULO
	99 AA Div



	GRINCI
	II

Mecz

Div
	NEPRE
	R

Corps

IV



	GUSTECO
	Sixth

Air

Army
	NIA
	113 Army

AT

Brig



	HAKI
	R

Seventh

Army
	NOBLA
	V R

Corps



	HALTIGI
	36 R

Div
	OBSTINA
	55 AA Div



	HAVI
	63 Mtn

Div
	ORDONI
	62 R

Div



	HAZA
	34 Engr

Brig
	ORO
	16 Grd

Atk

Div



	RECTORO
	8 AA Div
	PACIENCO
	18 Fus

Mtn

Div



	HEJTI
	Fifteenth

Army

Mecz
	PAFI
	83 R

Div



	HINACO
	III

R

Corps
	PAROLI
	43 AA Div



	HOKO
	7th

Div

Mecz
	PASI
	32 R

Div



	HONORO
	12th

Army

Mecz
	PATRIOTO
	33 Tk

Div



	IMPULSA
	37 Tk

Div
	PAVO
	49 Grd

Atk

Div



	INDA
	Div

4 Fus

Mecz
	PENI
	42 R

Div



	INFEKTI
	66 Abn

Div
	PERSISTECO


	North

Army

Group



	INTENCI
	38 Grd

Div

Atk
	PRECIZA
	61 R

Div



	JEN
	46 AA

Div
	PRESTO
	52 Ftr

Div



	JETISTO
	VIII

Abn

Corps
	PROGRESI
	66 R

Div



	JUKO
	30 Fus

AA Div
	PROVISO
	36 Air

Svc

Brig



	JUSTA
	Abn

834

Brig
	RADIO
	85 R

Div



	JURI
	2 R

Div
	RAJTO
	55 Grd

Atk

Div



	KADUKIGI
	26 Arty

Div
	RAPIDA
	13 R

Div



	KASKO
	IX

Bmr

Corps
	REGI
	21 R

Div



	KLOPODI
	R

Div

35
	REGULO
	15 R

Div



	KOJNO
	Ftr

50

Div
	RENVERSI
	2d R

Army



	KONTUZI
	40 Fus

R

Div
	REPUSI
	11 R

Div



	KRIPLADO
	39 Arty

Div
	RESPUBLICO
	81 Army

AT

Brig



	KRUELA
	Fourth

R

Army
	RIMEDO
	25 Grd

Atk

Div



	KVALITO
	Div

69 AA
	RIPROCI
	20 Arty

Div



	LABORO
	XXX

R

Corps
	RULI
	Div

4 Rifle














	Code name
	Unit
	Code name
	Unit




	SALUTI
	R

IX

Corps
	•TRANCI
	R

XXVII

Corps



	SANA
	9 Abn

Div
	TREMIGI
	Tk

31 Fus

Div



	SANCELI.
	29 R

Div
	TROMPI
	2 Mecz

Div



	SANGO
	R

Ninth

Army
	TROUZI
	40 Bmr

Div



	SEGI
	52 R

Div
	TRUNKO
	34 AA Div



	SENTI
	XXIIR

Corps
	URAGANO.
	R

Eighth

Army



	RILDO
	0 R

Div

1
	VENGO
	A.

TV«

K9

Ut#

JU/IV



	SILENTA.
	64 R

Div
	VENKI
	80 R

Div

i



	SOVI
	R

First

Army
	VIPO
	39 R

Div



	SPERTO
	XXX

Bmr

Corps
	VOLVI
	91 R

Div



	TERURO.
	9 Bmr

Div
	VULKANO.
	38 Arty

Div



	TIMIGI
	41 Fus

R

Div
	ZUMAJO
	XIII

Grd

Atk

Corps



	TIU
	1011 L

AA Brig
	ZYGITE
	I

Atk

Grd

Corps



	TONDRO.
	Grd

Atk

Corps

XV
	
	









CHAPTER 10 ARMED FORCES POST OFFICE (AFPO) NUMBERS .


Section I. GROUND UNITS (ARMY)


462. Numbers 00001 to 09999











	No.
	Unit
	No.
	
	Unit



	00001
	Home

Comd
	00050
	Bn

2

Ski
	








463. Numbers 10000 to 19999










	No.
	Unit
	No.
	Unit




	10000
	Group

West

Army
	10095
	Tk

30 Hv

& SP

Gun

Regt



	10001
	R

First

Army
	10101
	18 Fus

Arty

Div



	10002
	663 Annd

Flamethrower

Bn
	10102
	113 Fus

M

Gun

Brig



	10003
	1001 Tac

Intel

Bn
	10103
	411 Fus

M

Regt

Gun



	10010
	901 Tac

Propaganda

Co
	10105
	425 Fus

M

Regt

Gun



	10012
	851 MT

Bn
	10106
	Hv

430 Fus

How

Bn



	10014
	Hv

Gun

Bn

620
	10107
	495 Fus

Hv

Bn

How



	10015
	915 R

Regt
	10108
	117 Fus

Hv

How

Brig



	10017
	R

Regt

917
	10111
	Rkt

411 Fus

Hv

Brig



	10019
	919 R

Regt
	10112
	Hv

2 Fus

Mort

Brig



	10022
	R

3 Fus

Regt

Mtz
	10114
	10 Fus

Sig

Bn



	10023
	R

Regt

822 Mecz
	10122
	Tk

Regt

93 M



	10028
	M

How

Brig

602
	10126
	Fus

Div

8

Mecz



	10032
	1002 Tac

Intel

Bn
	10128
	382 Fus

R

Regt

Mecz



	10035
	10 Fus

Div

Cav
	10129
	Fus

Tk

Regt

91 M



	10037
	15 Fus

Regt

Cav
	10132
	439 Fus

Regt

M

Mort



	10033
	16 Fus

Regt

Cav
	10133
	339 Fus

Mtrcl

Bn



	10039
	23 Fus

Regt

Cav
	10142
	Bn

20 Ski



	10040
	88 Fus

L

Gun

Bn
	10143
	617 Comm

Mon

Co



	10042
	Tk

Regt

13 Fus

M
	10148
	635 Comm

Mon

Co



	10046
	Fus

Engr

Sqdn

310
	10150
	XX

R

Corps



	10052
	186 R

Regt
	10152
	Intcp

601 Comm

Co



	10053
	199 R

Regt
	10160
	615 Comm

Mon

Co



	10060
	Bn

187 Sig
	10161
	2 R

Div



	10071
	11 R

Corps
	10162
	& Hq

2 R

Hq

Trps,

Div



	10077
	Rkt

Regt

802 M
	10163
	9 R

Regt



	10086
	Div

11 Mecz
	10166
	2 R

Div

Divl

Svc

Trps,



	10087
	R

Regt

411 Mecz
	10167
	2 R

Arty,

Div

Divl



	10088
	R

Regt

413 Mecz
	10168
	122 L

Gun

Regt



	10089
	R

Regt

Mecz

418
	10170
	102 Hv

Mort

Bn



	10090
	Regt

M

How

248
	10171
	22 L

AT

Bn



	10091
	12 L

AT

Regt
	10172
	21 L

Bn

AA



	10093
	311 Mtrcl

Bn
	10173
	102 Engr

Bn



	10094
	Tk

24 M

Regt
	10175
	Bn

102 Sig







463. Jumbers 1Q0Q0 to 19999 —Continued










	No.
	Unit
	No.
	Unit




	10176
	Div

7 R
	10271
	Divl

Arty, 3 R

Div



	10177
	R

Regt

20

:
	10272
	Regt

127 M How

,



	10178
	27 R

Regt
	10274
	103 Hv

Bn

Mort



	10180
	Divl

7 R

Arty,

Div,
	10275
	Divl

Div

Svc

Trps, .3 R



	
	•

16 R

Regt
	10276
	22 L

AA Bn



	10183

10187
	107 Engr Bn
	10277
	103 Mtrcl

Bn



	
	
	10278
	'

Bn



	10188
	107 Sig Bn.
	
	103 Engr



	10191
	Div

14 Fus. R

•
	10279
	103 Sig

Bn

12 R



	10193
	60

Fus.R

Regt

•
	10281
	Div



	10194
	liegt

81 R
	10282
	Trps, 12 R

Div

Hq

& Hq



	10195
	,96R'Regt

:
	10284
	Div

Divl

Svc

Trps, 7 R



	10198
	120 Fus L Gun Regt

'
	10285
	151 R

Regt,

,



	10199
	Regt

158 Fus

M How
	10286
	107 Mtrcl

Bn





	10200
	114 Fus

Hv

Mort Bn
	10287
	420 Cml Def

Co



	10201
	35 Fus

L AA Bn
	10290
	2 AA Div



	10203
	114 Fus

Mtrcl Bn
	10291
	112 Hv

Mort

Bn *



	10204
	114 Fus

Éngr.Bn
	10292
	27 L

AT

Bn



	10205
	114,Fus

Sig Bn,.
	10293
	112 Engr Bn



	10206
	62 R:Regt

i:,

•
	10294
	Bn.

112 Sig



	10207
	R

Regt

54

,'t
	10296
	Div

.,

20 Arty



	10208
	104 M Gun Brig .

, ,
	10297
	& Hq

Div

Hq

Trps, 20

Arty



	10210
	109 Hv

How

Brig:

!
	10298
	114 M

Gun Brig'.



	10211
	486 M Gun Regt.
	10300
	116 Hv

How Brig.



	10212
	487 M Gun Regt
	10309
	400 Hv

Mort

Brig



	10215
	

491 Hv

How

Bn1
	10310
	Regt

432 M Mort

,

,



	10216
	Hv

492

How

Bn'
	10312
	12 R'Div

Divl

Arty

-



	10218
	498 Hv

How

Bn

:

> •
	10324
	28 Ski Bn

, *.

•

•



	10220
	857

M Gun.Brig*
	10332
	615 Armd Flame

Thrower Bn

i



	10221
	

681 Cud Bn

*
	10341
	9 R

Div



	10222
	92 M Tk

Regt

:
	10342
	Div

Hq

& Hq

Trps, 9 R

;



	10225
	3 Obsr.Bn
	10343
	19 R

Regt



	10226
	Divl

Svc

Trps, 21 Arty

Div.
	10344
	,

26 R

Regt

!



	10231
	XXVI

R

Corps ,
	10345
	30 R

Regt.

:.



	10234
	26
	10347
	Gun Regt

113 L

ki Bn



	10241
	2 AA Div

Hq

& Hq

Tips;

•;
	10348
	* .

-

'

*

How. Regt

157 M



	10246
	AA Bn

1012 L
	10350
	109 Hv

Mort

Bn



	
	,

2. AA Div

Div.Sve.Trps,
	
	38 L

AT

Bn



	10250
	1 R

Div
	10351

10352
	S

R

Div

Divl

Svc, Tips,

9



	10251
	

i
	10354
	,

109 Engr Bn



	10253
	3 R

Regt

,

7
	
	109 Sig

Bn



	10254
	5 R

Regt

••

i ;
	10355
	'.i

:

Div



	10255
	28 R

Regt
	10366
	19 R

;

*



	10257
	Divl

1 R

Div.

Arty,
	10367
	& Hq

Tips,

19 R

Div

Hq



	10258
	112
	10368
	40 R

Regt

Regt

How





	10260
	101 Hv

Mort

Bn

. •
	10369
	M

72 R

Regt



	10261
	67 L

AT

Bn
	10371
	Divl

21 R

Div

:,

Arty,

,



	10266
	7.

3 R:Div

j

:
	10372
	Gun Regt

114 L

,

_



	10268
	1 R

Regt,-

•!
	10373
	.¡;

v

Regt

196 M

How

*



	10269
	Regt

6 R


	10376
	L

AA Bn

39

;,



	10270
	33 R

Regt.

,
	10378
	Divl

Svc

Trps,. 19 R

Div







463. »o 19999—Continued










	No.
	Unit
	No.
	Unit




	10379
	119 Mtrcl

Bn
	10546
	Bn

619 Cml



	10381
	51 R

Div
	10556
	R

4

Div



	10383
	101 R

Regt
	10557
	Hq

& Hq

4 R

Div

Trps,



	10384
	102 R

Regt
	10558
	4 R

Regt



	10385
	103 R

Regt
	10559
	7 R

Regt



	
	51 R

Divl

Arty,

Div
	10560
	R

Regt

34



	10387

10388
	Regt

25 L

Gun
	10561
	R

Divl

Arty,

Div

4



	
	Regt

121 M

How
	
	102 L

Gun

Regt



	10389
	51 R
	10562
	



	10390
	Trps,

Divl

Svc

Div
	10563
	105 M

How

Regit



	10391
	AT

Bn

8 L
	10564
	23 L

AA Bn



	10393
	151 Engr

Bn
	10565
	14 R

Divl

Trps,

Div

Svc



	10394
	Bn

151 Sig
	10566
	104 Engr

Bn



	10396
	Tk

Div

33
	10567
	Bn

104 Sig



	10398
	Tk

Regt

29 M
	10568
	4 Mtrcl

Bn



	10399
	Tk

32 M

Regt
	10571
	R

8 Fus

Div



	10400
	Tk

Regt

73 M
	10573
	R

16 Fus

Regt



	10404
	Mort

Regt

433 M
	10575
	R

Regt

44 Fus



	10406
	333 Mtrcl

Bp
	10576
	R

Divl

Arty,

8 Fus

Div



	10408
	333 Med

Bn
	10577
	140 Fus

Regt

M

How



	10410
	Bn

333 Sig
	10579
	R

Fus

Div

Divl

Svc

Trps,

8



	10415
	Div

91' AA

'
	10581
	16 Fus

L

AA Bn



	10417
	491 M

AA Bn
	10584
	Engr

108 Fus

Bn



	10450
	R

Army

Second
	10586
	108 Fus

Sig

Bn



	10451
	609 Hv

Gun

Brig
	10601
	26 Arty

Div



	10461
	16 Fus

R

Div

'
	10602
	Gun

115 M

Brig



	10462
	R'Regt

8 Fus
	10605
	428 M

Gun

Regit



	10463
	R

Regt

14 Fus
	10606
	Gun

Regt

434 M



	10464
	28 Fus

R

Regt
	10607
	478 Hv

How

Bn



	10465
	R

Hq

& Hq

Trps,

16 Fus

Div
	10608
	479 Hv

How

Bn



	10466
	22 Fus

Regt

L

Gun
	10611
	Mort

415 Hv

Brig



	10476
	IX

R

Corps
	10612
	Rkt

417 Hv

Brig



	10477
	Bn

9 Ski
	10617
	Bn

13 Obsn



	10487
	40 Fus

R

Div
	10618
	426 MT

Bn



	10493
	R

11 Fus

Regt
	10622
	61 R

Div



	10494
	R

12 Fus

Regt
	10624
	310 R

Regt



	10496
	56 Fus

L

Gun

Regt
	10626
	312 R

Regt



	10498
	16 Fus

L

AT

Bn
	10627
	61 R

Divl

Arty

Div



	10505
	140 Fus

Bn

Sig
	10635
	161 Engr

Bn



	10506
	Div

2 Mecz
	10636
	161 Sig Bn



	10507
	R

Regt

42 Mecz
	10637
	Bn

32 Ski



	10509
	R

Regt

71 Mecz
	10646
	23 R

Div



	10510
	Tk

Regt

3 M
	10647
	812 Abn

Brig



	10511
	Tk

4 Hv

Regt

& SP

Gun
	10648
	88 R

Regt



	10513
	Regt

252 M

How
	10649
	89 R

Regt



	10514
	Regt

257 M

How
	10650
	90 R

Regt



	10518
	Rkt

402 M

Bn
	10652
	Arty,

23 R

Div

Divl



	10519
	•

302 Mtrcl

Bn'
	10653
	R

325 Mtz

Regt



	
	XXI

R

Corps
	
	123 Engr



	10536

10537
	r

21 Ski

Bn

'
	10655

10658
	Bn

& Hq

23 R

Hq

Trps,

Div







463. lumbers 10000 to 19999 — Continued









	Unit

823 MT

Regt

123 Mtrcl

Bn

23 R

Divl

Trps,

Div

Svc
	No.

10750
	Unit

R

Trps,

Div

Divl

Svc

96




	
	10754
	196 Engr

Bn



	
	10756
	39 Arty

Div



	XXXII

R

Corps
	10758
	Gun

140 M

Brig



	Oß 1

A/f'T» T»_

OUJ. i*x X

XJ11
	10759
	141 Hv

How

Brig



	803 Strat

Pgnd

Bn
	10766
	515 Hv

How

Bn



	Twentieth

Army

Mecz
	10768
	Regt

How

517 M



	Tk

Regt

612 M
	10772
	Rkt

447 Hv

Brig



	
	
	Rkt

896 Hv

Brig



	
	
	Rkt

869 Hv

Brig



	
	
	110 Fus

Mtrcl

Bn



	
	
	110 Fus

Sig

Bn



	
	
	R

Fifth

Army



	
	
	669 Armd

Flame

Div

Thrower

Bn

ecz



	
	
	AA Brig

804 M



	
	
	828 M

AA Brig



	
	
	R

41 Fus

Div



	
	
	R

Regt

17 Fus



	
	
	R

18 Fus

Regt



	
	
	R

21 Fus

Regt



	
	
	35 Fus

L

Bn

AT



	
	
	1 Ski Bn



	
	
	Engr

141 Fus

Bu



	
	
	Rkt

Regt

817 M

•



	
	
	I

R

Corps



	
	
	19 Fus

Mecz

Div



	
	
	R

Regt

1 Fus

Mecz



	
	
	R

Regt

4 Fus

Mecz



	
	
	R

Regt

5 Fus

Mecz



	
	
	Regt

7 Fus

M

How



	
	
	319 Fus

L

AA Regt



	
	
	Rkt

12 Fus

Bn

M



	
	
	Tk

82 Fus

Regt

M



	
	
	319 Fus

Med

Bn



	
	
	319 Fus

Mtrcl

Bn



	
	
	319 Fus

Engr

Bn



	
	
	319 Fus

Sig Bn



	
	
	20 Fus

Div

Mecz



	
	
	Regt

2 Fus

R

Mecz



	• •
	
	R

Regt

6 Fus

Mecz



	-
	
	10 Fus

R

Règt

Mecz



	
	
	Regt

6 Fus

M

How



	
	
	4 Fus

M

AT

Regt



	
	
	Tk

Regt

83 Fus

M



	
	
	Mtrcl

? Fus

Bn



	
	
	Regt

4 Fus

M

AT



	
	
	Rkt

Regt

857 M



	
	
	667 Mtrcl

Regt



	
	10891
	Tk

31 Fus

Div



	
	Tk

Regt

645 M

616 Cml

Bn

Thrower

810 Armd

Flame

Bn

R

328 Mtz

Regt

Regt

900 Cml

3

R

Regt

230 Mecz

R

Regt

242 Mecz

R

Regt

251 Mecz

Tk

Regt

8 M

303 Sig Bn

Regt

255 M

How

303 MT

Bn

Mort

Regt

403 M

AA Regt

303 L

Rkt

Bn

403 M

15 Fus

Div

Mecz

207 Fus

Mecz R

Regt

218 Fus

R

Regt

Mecz

R

233 Fus

Regt

Mecz

Tk

14 Fus

Regt

M

59 Fus

Hv

Tk

& SP

Regt

Gun

Regt

256 M

How

414 Fus

Mort

Regt

M

5 Fus

Regt

M

How

315 Fus

Engr

Bn

315 Fus

L

AA Regt

415 Fus

Rkt

Bn

M

315 Fus

MT

Bn

315 Fus

Sig Bn

315 Fus

Mtrcl

Bn

40 Tk

Div

& Hq

Tk

Hq

Trps,

Div.

40

Tk

Regt

71 M

96 R

Div

Regt

210 M

How

420 R

Regt

421 R

Regt

422 R

Regt

84 L

Gun

Regt

68 L

AT

Bn
	M

10778

10779

10784

10786

10800

10801

10807

10809

10811

10812

10813

10814

10816

10821

10824

10829

10836

10846

10847

10848

10849

10851

10853

10854

10856

10857

10858

10859

10860

10861

10862

10863

10864

10866

10867

10871

10873

10876

10885

10889







463. Mumbers 10000 to 19999 — Continued










	463.
	10000

to

Mumbers
	19999

—
	Continued



	No.
	Unit
	No.
	Unit



	10892
	Tk

6 Fus

Regt

M
	11014
	108



	10893
	Tk

53 Fus

M

Regt
	11015
	Gun

Regt

460 M



	10894

10898
	99 Fus

Tk

Regt

M

231 Fus

M

Mort

Regt
	11016

11018
	Regt

461 M

Gun

470 Hv

Bn

How



	10900
	331 Fus

Mtrcl

Bu
	11019
	471 Hv

How

Bn

472 Hv

Bn



	10904

10905
	I

Abu

Corps

331 Fus

Bn

Sig
	11020

11021
	How

490 M

How

.Regt



	10906
	5 Arty

Div

Gun
	11025
	390 Hv

Mort

Brig

391 Hv

Rkt



	10907

10908
	101 M

Brig

102 Hv

Brig

How
	11026

11028
	Brig

Hq

& Hq

Div

Trps,

17 Arty



	10909
	Brig

103 M

How

Regt
	11029
	417 Obsn

Bn



	10910

10911
	Gun

404 M

Gun

Regt

409 M
	11030

11033
	417 Med

Bn

Tk

Regt

84 M



	10913
	420 Hv

How

Bn
	11034
	Regt

430 M

Mort

R



	10914

10915
	423 Hv

Bn

How

Regt

451 M

How
	11036

11037
	VI

Corps

Bn

6 Ski



	10917
	Regt

459 M

How
	11056
	Div

17 Mecz

1



	10918

10920
	427 Hv

How

Bn

424 Hv

Mort

Brig
	11057

11058
	R

Regt

8 Mecz

R

Regt

99 Mecz



	10921
	Rkt

431 Hv

Brig
	11060
	Regt

244 M

How



	10922

10924
	Mort

Regt

435 M

Bn

98 Sig
	11061

11062
	57 LAT

Regt

Rkt

20 M

Bn



	10925
	15 Obsn

Bn
	11064
	Tk

Regt

26 M



	10926

10927
	405 MT

Bn

21 R

Div
	11065

11071
	Tk

54 Hv

& SP

Regt

Gun

58 R

Div

; .

,



	10932
	Bn

5 Ski
	11074
	172 R

Regt



	10933

10951
	Regt

905 Obsn

6 R

Div
	11076

11077
	20 L

Regt

Gun

•

64 L

AT

Bn



	10952
	13 R

Regt
	11082
	58 R

Divl

Svc

Trps,

Div

-

i



	10953

10954
	14 R

Regt

15 R

Regt
	11085

11088
	158 Engr

Bn

165 Mtn

R

Regt



	10955
	13 L

Gun

Regt
	11101
	32 Tk

Div



	10956

10958
	16 R

Hq

& Hq.Trps,

Div

6 L

AT

Bn
	11105

11106
	Tk

19 M

Regt.

Tk

63 M

Regt



	10961
	40 Hv

Tk

Regt

& SP

Gun

Trps,

R
	11109
	332 Mtrcl

Bn

25 Arty



	10962

10963
	Divl

Div

Sve

6

6 R

Arty,

Div

Divl
	11116

11117
	Div

:

110 M

Gun

Brig

•



	10964
	106 Engr

Bn

Bn
	11118

11119
	111 Hv

How

Brig

124 M

How

Brig



	10965

10966
	106 Sig

R

10 Fus

Div
	11120
	Regt

412 M

Gun



	10973
	L

20 Fus

AT

Bn

Rkt
	11127
	453 M

Regt

How

Regt

467 M



	10975

10988
	Bn

67 M

105 Mtrcl

Bn
	11128

11132
	How

407 M

Regt

Mort



	10990
	Bn

105 Sig
	11135
	425

999 Engr

Br



	10991
	21 R

Divl

Trps,

Div

Svc

121 Engr

Bn


	11146

11150
	Fixed

Bn

Fifteenth

Army

Mecz



	10993
	121 Mtrcl

Bn
	11152
	603 Mtrcl

Regt



	10994

11007
	17 Arty

Div
	11161
	1 Fus

Div

Mecz







463. Numbers 10000 to 19999 — Continued










	No.
	Unit
	No.
	Unit




	11719
	Gun

824 M

Brig
	11785
	Pk

Trans

Sqdn

896



	11720
	Gun

825 M

Brig
	11786
	813 Strat

Pgnd

Bn



	11721
	Gun

Brig

826 M
	11790
	922 Tac

Pgnd

Co



	11722
	711 Hv

Gun

Bn
	11796
	15 Gen

Hosp



	11726
	715 Hv

Gun

Bn
	11797
	22 Gen

Hosp



	11728
	657 Hv

Tk

Regt

& SP

Gun
	11801
	15 Fid

Hosp



	11731
	Tk

662 Hv

& SP

Regt

Gun
	11802
	22 Fid

Hosp



	11733
	Tk

664 Hv

& SP

Regt

Gun
	11803
	112 Med

Depot

Sup



	11735
	Tk

666 Hv

& SP

Regt

Gun
	11807
	804 M

AA Brig



	11742
	801 L

AA Brig
	11808
	Train

112 Hosp



	11743
	805 L

AA Brig
	11822
	36 Abn

AA MG

Co



	11747
	823 Fus

L

AA Brig
	11826
	18 Abn

Mtrcl

Co



	11751
	AA Brig

960 M
	11831
	Mort

Btry

19 Abn



	11754
	963 M

AA Brig
	11833
	19 Abn

Engr

Co



	11756
	965 M

Brig

AA
	11835
	909 Abn

Gun

Regt



	11757
	Regt

807 L

AT
	11836
	Btry

920 Abn

How



	11758
	Regt

810 L

AT
	11851
	9 Abn

Div



	11759
	Regt

812 L

AT
	11852
	18 Abn

Brig



	11764
	974 Engr

Sapper

Bn
	11853
	19 Abn

Brig



	11765
	640 Engr

Hv

Pont

Bn
	11854
	36 Abn

R

Bn



	11775
	837 MT

Regt
	11855
	37 Abn

R

Bn



	11776
	838 MT

Regt
	11857
	R

125 Abn

Bn



	11777
	839 MT

Regt
	11860
	921 Abn

How

Btry



	11778
	840 MT

Regt
	11863
	Car

53 Abn

Armd

Bn



	11779
	841 MT

Regt
	11865
	9 Abn

Bn

Med



	11781
	892 Pk

Trans

Sqdn
	11880
	AA Bn

1229 M



	11782
	Trans

893 Wgn

Sqdn
	14081
	1430 L

AA Bn



	11783
	Trans

894 Pk

Sqdn
	14091
	404 Sig

Co



	11784
	Trans

895 Wgn

Sqdn
	
	







464. Numbers 20000 to 29999










	No.
	Unit
	No.
	Unit




	20000
	Group

East

Army
	20023
	148 L

Gun

Regt



	20001
	42 R

Div
	22024
	Regt

149 M

How



	20003
	12 R

Regt
	20025
	191 Hv

Mort

Bn



	20004
	18 R

Regt
	20028
	91 L

Bn

AT



	20005
	21 R

Regt
	20031
	191 Mtrcl

Bn



	20007
	4 L

Gun

Regt
	20032
	191 Engr

Bn



	20008
	Regt

197 M

How
	20048
	862 MT

Bn



	20009
	7 Hv

Mort

Bn
	20051
	63 Mtn

Div



	20014
	142 Engr

Bn
	20053
	319 Mtn

R

Regt



	20016
	Bn

10 Ski
	20056
	R

320 Mtn

Regt



	20017
	91 R

Div
	20059
	R

343 Mtz

Regt



	20018
	403 R

Regt
	20060
	Thrower

900 Armd

Flame

Bn



	20019
	404 R

Regt
	20065
	863 MT

Bn



	20020
	405 R

Regt
	20082
	614 Hv

Gun

Bn














	No.
	Unit
	No.
	Unit




	20091
	12th

Mecz

Army
	20373
	Bn

32 Oban



	20101
	Tenth

R

Army
	20375
	Regt

537 M

Gun



	20111
	34 R

Div
	20378
	540 M

How

Regt



	20113
	454 R

Regt
	20384
	Rkt

492 Hv

Brig



	20120
	69 L

AT

Bn
	20391
	XXXV

Mtn

Corpa



	20121
	34 R

Trpa,

Div

DivI

Svc
	20392
	Bn

35 Ski



	20122
	134 Mtrcl

Bn
	20411
	54 Mtn

Div



	20141
	50 Tk

Div
	20413
	R

110 Mtn

Regt



	
	Tk

Regt

5 M
	20414
	R

111 Mtn

Regt



	20142
	Tk

Regt

98 M
	
	54 Mtn

Divl

Arty,

Div



	20143
	Tk
	20416
	54 L

AT

Bn



	20144
	100 M

Regt
	20420
	



	20153
	Tk

Regt

621 M
	20424
	154 Engr

Bn



	20161
	III

R

Corpa
	20425
	Bn

154 Sig



	20191
	33 R

Div
	20426
	615 Hv

Gun

Brig



	20192
	441 R

Regt
	20436
	62 R

Div



	20193
	450 R

Regt
	20440
	315 R

Regt



	20195
	98 L

Regt

Gun
	20451
	647 Mtrcl

Regt



	20200
	Rkt

847 M

Regt
	20452
	648^^01

Regt



	20202
	133 Mtrcl

Bn
	20456
	38 Arty

Div



	20205
	33 R

Divl

Arty,

Div
	20457
	M

Gun

Brig

120



	20216
	Rkt

Bn

39 M
	20459
	138 M

How

Brig



	20233
	612 M

Brig

How
	20462
	Regt

463 M

Gun



	20240
	43 Tk

Div
	20465
	489 Hv

How

Bn



	20242
	Tk

Regt

45 M
	20470
	510 M

How

Regt



	20243
	Tk

46 M

Regt
	20472
	Rkt

444 Hv

Brig



	20244
	Tk

47 M

Regt
	20476
	438 MT

Bn



	20250
	343 Mtrcl

Bn
	20575
	R

Eighth

Army



	20266
	35 R

Div
	20580
	605 Ski

Brig



	20268
	462 R

Regt
	20581
	608 Ski

Brig



	20269
	463 R

Regt
	20582
	Intcp

678 Comm

Co



	20271
	Arty,

R

Div

Divl

35
	20584
	945 Sig Bn



	20274
	41 L

Bn

AT
	20586
	Tk

Regt

676 M



	20277
	135 Mtrcl

Bn
	20588
	Hv

Pont

631 Engr

Bn



	20278
	135 Engr

Bn
	20590
	908 Tac

Propaganda

Co



	20279
	Bn

135 Sig
	20592
	947 Engr

Sapper

Bn



	20285
	R

9th

Army
	20594
	961 Engr

Sapper

Bn



	20303
	Regt

27 Cav
	20616
	XXXVI

Mtn

Corpa



	20306
	97 L

Gun

Bn
	20623
	32 R

Regt



	20307
	Regt

924

Oban
	20632
	144 Mtrcl

Bn



	20330
	R

XXIV

Corpa
	20650
	867 MT

Bn



	20350
	MT

Bn

866
	20651
	R

Div

31 Fua



	20351
	36 R

Div
	20654
	R

Regt

438 Fua



	20352
	& Hq

36 R

Hq

Div

Trpa,
	20655
	180 Fus

L

Regt

Gun



	20353
	Divl

Arty,

36 R

Div
	20657
	181 Fus

M

Regt

How



	20366
	53 Arty

Div
	20658
	205 Fus

Hv

Mort

Bn



	20367
	145 Hv

How

Brig
	20662
	R

Divl

Trps,

31 Fus

Div

Svc



	20368
	147 M

Gun

Brig
	20666
	32 R

Div



	20369

20370
	149 M

How

Brig

410 Hv

How

Bn

-
	20667

20669
	444 R

Regt

446 R

Regt







464. Jumbers 20000 to 29999 — Continued



464. lumbers 20000 to 29999 Continuée!










	No.
	Unit
	No.
	Unit

•

*•



	21144
	576 Hv

Bn>'

How
	21621
	916 M

Gun Regt

:.



	21160
	VIII

R

Corps
	21622
	917 M Gun Regt.

'



	21185
	Div

27 Abn

' '
	21627
	708 Hv

Gun Bn

;



	21186
	38 Abn Brig
	21645
	925 Hv

Bn

How



	21187
	R

51 Abn

Bn'

;
	21646
	910 Hv

How

Bn

'



	21188
	R

Bn

52 Abn

.1

'

;
	21648
	945 Hv

How

Bn

1

. '



	21189
	53 Abn R

Bn
	21652
	Brigr

720 Hv-How

'

<



	21190
	96 Abn

Armd Car Bn
	21655
	723 Hv

How

Brig.



	21193
	46 Abn AA MG

Co
	21658
	726 Hv

How

Brig



	21199
	39 Abn

Brig
	21659,
	-727 Hv

How

Brig'

' ,



	21201
	193 Abn R

Bn
	21666
	734 Hv

How

Brig



	21203
	195 Abn R

Bn
	21668
	742 Hv

Bn

How



	21205
	999 Abn How Btry
	21678
	752 Hv

Bn

How



	21214
	196 Abn

R

Bn
	21681
	755 Hv

Bn

How



	21260
	12 AA Div

. '
	21683
	812 M AA Brig



	21261
	

1508 M AA Bn
	21685
	.824 M

AA Brig

,



	21262
	1509 M AA Bn
	21690
	837 LAA

Brig.



	21264
	1511 M AA Bn

, ,
	21693
	820 L

AT

Regt.



	21290
	806,M

AA Brig •
	21694
	830 L

AT

Regt.

!

,



	21301
	71 R

Div

'

"
	21696
	980 Engr

Sapper Bn



	21316
	67 R

Div
	21698
	982 Engr Sapper Bn



	21323
	217 M'How.Regt
	21712
	847 MT

Regt



	21326
	146 L

AA Bn

,

'
	21713
	848 MT

Regt



	21328
	Divl

Trps, 67.R

Div

Svc
	21714
	849 MT

Regt

'

' ' '



	21329
	167 Engr Bn
	21716
	874 MT

Bn



	21331
	66 R. Div

,

:
	21717
	875 MT

Bn





	21333
	355 R

Regt
	21718
	876 MT

Bn

(



	21344
	A



166 Engr Bn
	21719
	877 MT

Bn



	21350
	86 R

Div
	21755
	881 MT

Bn

;



	21352
	

176 R

Regt
	21758
	884 MT

Bn'



	21361
	Divl

Tips,

86

R

Div

Svc
	21766
	926 Tac

Propaganda, Co



	21400
	XVI

Arty

Corps
	21770
	24 Gen Hosp,

— ,



	21407
	51 Abn Brig,
	21771
	7 Gen Hosp



	21414
	7
	21777
	8 Fid

bn

Hosp

AT

Co



	21450
	1231 M

AA Bn

,
	21778
	9 Fid

Hosp



	21480
	' XXX

R

Corps
	21790
	964 Amb Co.



	21516
	40 AA.Div
	21791
	

965 Amb Co



	21525
	1180. M

AA Bn

-
	21792
	966 Amb

Co



	21528
	1183 M. AA Bn'
	21793
	977 Amb Co

* - •




	21529
	Brig Svc

Trps,. 820

M AA

Brig
	21794
	978

Amb Co



	21530
	1184 L

AA Bn
	21795
	979 Air Evac

Unit



	21533
	1187 L

AA Bn
	21796
	983 Air Evac

Unit



	21580
	641 Comm Mon Co
	21797
	984 Air Evac

Unit



	21581
	654 Comm Mon

Co
	21798
	Unit.

Air Évac

985

•



	21582
	662 Comm Mon Co
	22027
	27 Mecz R

Regt



	21615
	856 Armd Flame Thrower

Bn
	22029
	111 M Tk

Regt



	21616
	857 Armd Flame

Bn

Thrower
	22031
	346 MT

Bn

! .

,



	21617
	Bn

858 Armd Flame Thrower
	22032
	Bn

346

Engr

,



	21620
	915 M

Gun Regt
	22218
	35 Mecz Div







464. Numbers 20000 to 29999 — Continued










	No.
	Unit
	No.
	Unit




	22305
	108 R

Regt
	22331
	306 MT

Bn



	22308

22310
	114 R

Regt

121 R

Regt
	22410

22412
	Div

34 Mecz

R

Regt

32 Mecz



	22320
	Div

6 Mecz
	22423
	334 Mtrcl

Bn



	22322

22325
	R

Regt

5 Mecz

R

Regt

9 Mecz
	22493

28852
	693 Hv

Tk

& SP

Gun

Regt

1502 M

AA Bn



	22326
	Regt

240 M

How
	
	







465. Numbers 30000 to 39999










	No.
	Unit
	No.
	Unit




	30000
	North

Army

Group
	30279
	610 Mtrcl

Regt



	30001
	15 R

Div
	30280
	21 Arty

Div



	30003
	& Hq

Hq

Trps,

15 R

Div
	30290
	622 M

How

Brig



	30004
	414 R

Regt
	30301
	14 Cav

Div



	30005
	R

Regt

415
	30303
	Regt

21 Cav



	30006
	R

Regt

416
	30310
	Svc

Trps,

14 Cav

Div

Divl



	30036
	X

Mtn

Corps
	30313
	Bn

7 Ski



	30037
	Trans

891 Wgn

Sqdn
	30321
	XXVIII

R

Corps



	30066
	24 Arty

Div
	30340
	VIII

Abn

Corps



	30067
	Hq

& Hq

Trps,

24 Arty

Div
	30350
	29 R

Div



	30072
	Regt

Gun

401 M
	30351
	239 R

Regt



	30077
	Hv

Bn

How

408
	30353
	243 R

Regt



	30079
	Regt

422 M

How
	30354
	29 R

Hq

& Hq

Trps,

Div



	30081
	Hv

Mort

Brig

395
	30375
	Tk

614 M

Regt



	30083
	Mort

Regt

M

397
	30376
	Tk

625 M

Regt



	30086
	Divl

Trps,

Div

Svc

24 Arty
	30377
	Tk

Regt

655 M



	30087
	R

Regt

910
	30378
	Tk

686 M

Regt



	30104
	Bn

12 Ski
	30379
	Tk

Regt

694 M



	30126
	Tk

Div

42
	30380
	613 Hv

Tk

& SP

Gun

Regt



	30128
	Tk

Regt

M

42
	30381
	650 Hv

Tk

& SP

Gun

Regt



	30136
	Mtrcl

342

Bn
	30382
	684 Hv

Tk

Regt

& SP

Gun



	30148
	AA Brig

810

M
	30383
	689 Hv

Tk

& SP

Gun

Regt



	30150
	Div

13 Mecz
	30384
	690 Hv

Tk

& SP

Gun

Regt



	30161
	313 Mtrcl

Bn
	30385
	620 Hv

Tk

Regt

& SP

Gun



	30221
	Div

10 Mecz
	30386
	649 Hv

Tk

Regt

& SP

Gun



	30223
	R

Regt

282

Mecz
	30402
	R

Regt

21 Mecz



	30225
	Tk

Regt

M

39
	30426
	80 R

Div



	30230
	Regt

M

How

247
	30428
	164 R

Regt



	30238
	Regt

R

821 Mecz
	30429
	175 R

Regt



	30239
	R

Regt

825 Mecz
	30434
	Bn

180 Sig



	30258
	Hv

Bn

Gun

602
	30436
	18 L

Bn

AA



	30271
	Brig

606

Ski
	30437
	80 L

AT

Bn



	30272
	Brig

607

Ski
	30440
	180 Engr

Bn



	30276
	Regt

921 Obsr
	30441
	21 Fus

Div

Mecz



	30277
	Fid

Hosp

2
	30448
	Mecz R

380 Fus

Regt



	30278
	MT

869

Bn
	30449
	u fi Fus

Tk

Regt

M







465. lumbers 30000 to 39999 — Continued










	465.
	lumbers

30000

39999

to
	—
	Continued



	
	Unit
	
	Unit



	No.
	
	No.
	



	30458
	38 R

Div
	31019
	70 L

AT

Bn



	30462
	Hq

& Hq

38 R

Trps,

Div
	31020
	Thrower

824 Armd

Flame

Bn



	30469
	Trps,

38 R

Div

Divl

Svc
	31021
	213 M

How

Regt



	30473
	623 Mtrcl

Regt

VII

Arty

Corps
	31024
	Rkt

819 M

Regt

36 Arty



	30600

30639
	R

359 Mtz

Regt
	31036

31038
	Div

•

126 M

Gun

Brig



	30640
	605 Mtrcl

Regt
	31039
	136 Hv

How

Brig



	30643
	823 Abn

Brig
	31042
	Gun

Regt

449 M



	30651
	39 R

Div
	31046
	485 Hv

How

Bn



	30652
	Hq

& Hq

39 R

Trps,

Div
	31053
	423 Hv

Mort

Brig



	30655
	51 R

Regt
	31060
	9 Cav

Div



	30659
	11 Hv

Mort

Bn
	31063
	Regt

38 Cav



	30661
	7 L

AA Bn
	31100
	7 Mecz Div



	30662
	139 Mtrcl

Bn
	31101
	Hq

& Hq

Trps,

7 Mecz

Div



	30666
	832 M

AA Brig

Regt

522 M
	31102
	R

Regt

274 Mecz



	30705

30719
	How

898 Hv

Mort

Brig
	31131

31132
	23

25 M

Gun

Brig



	30727
	122 Hv

How

Brig
	31133
	Flame

Thrower

Bn

835 Armd



	30764
	Tk

Regt

644 M
	31135
	185 Hv

Mort

Brig



	30766
	Tk

M

Regt

646
	31140
	Regt

499 M

Gun



	30800
	Third

Mecz

Army
	31141
	Mort

Regt

496 M



	30803
	808 M

AA Brig
	31143
	928 Amb

Co



	30830
	37 Tk

Div
	31144
	930 Amb

Co



	30831
	Tk

Regt

11 M
	31145
	893 Hv

Mort

Brig



	30832
	Tk

74 M

Regt
	31150
	Thrower

899 Armd

Flame

Bn



	30833
	Tk

Regt

86 M
	31156
	Div

56 Abn



	30836
	Mort

Regt

437 M
	31157
	44 Abn

Brig



	30838

30839
	337 Sig Bn

337 Mtrcl

Bn
	31158

31159
	R

Bn

21 Abn

R

22 Abn

Bn



	30843
	337 Engr

Bn
	31160
	R

Bn

23 Abn



	30845
	95 R

Div
	31161
	R

Bn

24 Abn



	30848
	213 R

Regt
	31164
	44 Abn

AT

Co



	30849
	95 R

Divl

Svc Trps,

Div
	31166
	Mtrcl

44 Abn

Co



	30852
	195 Engr

Bn
	31168
	44 Abn

Sig Co



	30861
	18 Hv

Mort

Bn
	31170
	45 Abn

Brig



	30917
	897 Hv

Mort

Brig
	31172
	R

25 Abn

Bn



	30931
	V R

Corps

83 R
	31181
	45 Abn

Mtrcl

Co



	30991

30994
	Div

206 R

Regt
	31183

31184
	22 Abn

Med

Bn

R

27 Abn

Bn



	31003
	183 Mtrcl

Bn
	31200
	R

Div

94



	31006
	85 R

Div
	31201
	Hq

& Hq

94 R

Trps,

Div



	31007
	58 R

Regt
	31202
	94 R

Regt



	31008
	11¿ R

Regt
	31204
	R

Regt

97



	31009
	174 R

Regt
	31212
	94 R

Div

Divl

Svc

Trps,



	31012
	53 L

Regt

Gun
	31253
	623 Engr

Hv

Pont

Bn



	31013
	85 R

Divl

Arty,

Div
	31256
	920 Sig Bn



	31015
	Hq

& Hq

85 R

Trps,

Div
	31257
	925 Sig Bn



	31017
	85 R

Svc Trps

Divl

Div
	31258
	930 Sig Bn



	31018
	185 Mtrcl

Bn'
	31259
	935 Sig Bn
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	No.
	Unit
	No.
	Unit




	31261
	Intcp

612 Comm

Co
	31474
	944 Tac

Propaganda

Co



	31263
	Intcp

650 Comm

Co
	31476
	946 Tac

Propaganda

Co



	31264
	888 MT

Bn
	31477
	2 Gen

Hosp



	31265
	809 Strat

Propaganda

Bn
	31484
	Depot

102 Med

Sup



	31269
	910 Tac

Propaganda

Co
	31491
	Train

105 Hosp



	31273
	668 Comm

Mon

Co
	31495
	915 Amb

Co



	31275
	Mon

669 Comm

Co
	31530
	40 R

Div



	31278
	676 Comm

Mon

Co
	31536
	Regt

3 M

How



	31300
	XI

R

Corps
	31558
	Div

43 AA



	31306
	612 Ski

Brig
	31570
	443 Engr

Co



	31333
	705 Hv

Gun

Bn
	31580
	30 R

Div



	31340
	895 Hv

Mort

Brig
	31581
	30 R

Hq

& Hq

Trps,

Div



	31342
	807 L

AA Brig
	31583
	142 R

Regt



	31343
	811 L

AA Brig
	31591
	30 R

Divl

Trps,

Div

Svc



	31344
	817 L

AA Brig
	31600
	73 Mtn

Div



	31346
	821 L

AA Brig
	31601
	Hq

73 Mtn

& Hq

Trps,

Div



	31350
	802 L

Regt

AT
	31604
	73 Mtn

Divl

Arty,.

Div

•



	31354
	Regt

827 L

AT
	31611
	Svc: Trps,

73 Mtn

Div

Divl



	31359
	Rkt

Regt

829 M
	31632
	49 R

Regt



	31362
	Rkt

886 Hv

Brig
	31636
	Regt

9 M

How



	31364
	Rkt

888 Hv

Brig
	31670
	446 MT

Co



	31366
	Rkt

Hv

Brig

890
	31700
	18 R

Div



	31369
	Regt

618 Mtrcl
	31704
	18 R

Divl

Arty,

Div



	31380
	976 Engr

Sapper

Bn
	31737
	44 Hv

Mort

Bn



	31382
	978 Engr

Sapper

Bn
	31880
	37 R

Div



	31384
	961 Engr

Aslt

Bn
	31883
	148 R

Regt



	31390
	967 Engr

Aslt

Bn
	31891
	37 R

Divl

Trps,

Div

Svc



	31393
	970 Engr

Aslt

Bn
	31963
	R

Regt

15 Mecz



	31397
	951 Engr

Mining

Bn
	31980
	46 AA Div



	31400
	954 Engr

Mining

Bn
	32002
	139 Mtn

R

Regt



	31403
	956 Engr

Mining

Bn
	32010
	192 Cav

Sq

Recon



	31407
	935 Engr

Rd

Const

Bn
	32015
	49 Abn

Div



	31409
	937 Engr

Rd

Const

Bn
	32016
	34 Abn

Brig.



	31412
	Rd

940 Engr

Const

Bn
	32019
	R

79 Abn

Bn-



	31416
	Rd

944 Engr

Const

Bn
	32020
	R

80 Abn

Bn



	31424
	Bn

623 Cml
	32023
	33 Abn

AT

Co



	31426
	Bn

900 Sig
	32029
	35 Abn

Brig



	31427
	Bn

905 Sig
	32030
	R

112 Abn

Bn



	31428
	Bn

910 Sig
	32032
	R

114 Abn

Bn



	31435
	Tk

Regt

695 Hv

& SP

Gun
	32050
	XVIII

R

Corps



	31443
	Intcp

603

Comm

Co
	32053
	30 Fus

AA Div



	31445
	Intcp

605 Comm

Co
	32080
	AA Div

90



	31446
	Intcp

607 Comm

Co
	32081
	490 M

AA Bn



	31458
	854 MT

Bn
	32084
	AA Bn

3846

M
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Ih
	AIR
	UNITS
	



	466.
	40000

lumbers

to

49999
	
	
	



	No.
	Unit
	No.
	Unit
	



	40100
	Sixth

Air

Army
	40190
	8
	



	40101

40107
	Atk

XV

Grd

Corps

'

63 Grd

Atk

Div
	40192

40196
	26 Recon

Régt

'

'

' '

47 Recón

Regt
	



	40108
	7 Grd

Atk

Regt

'

•

"
	40221
	Trans

Regt

33 Air

& Me'd Evite
	



	40109
	18 Grd

Atk

Regt
	40222
	Regt

Trans

& Med

Evac

39 Air
	



	40110

40112
	64 Grd

Atk

Regt

8 Ftr

Div
	40234

40243
	Regt

602 Engr'Afld

Const

611 Engr

Afld Const

Regt
	



	40113
	52 Ftr

Regt
	40245
	613 Engr

Regt

Afld Const
	



	40114
	110 Ftr

Regt

1

•
	40250
	VI

Bmr

Corps
	



	40115
	135 Ftr

Regt
	40251

40252
	7 Bmr

Div

296 Bmr

Regt
	



	40117

40118
	903 Ln

Regt

Regt

921 Ln
	40253
	Regt

316 Bmr
	



	40119
	939 Ln

Regt
	40254
	Regt

29 Bmr

1
	



	40120
	957 Ln

Regt

848 Ln

Regt
	40400

40401
	Seventh

Air

Army

II

Bmr

Corps

1
	



	40123

40126
	13 Ftr

Div
	40402
	•

Div

4

Bmr
	



	40127
	188 Ftr

Regt
	40403
	Regt

34 Bmr
	



	40128
	198 Ftr

Regt
	40404
	59 Bmr

Regt
	



	40129

40132
	207 Ftr

Regt

46 Recon

Regt
	40405

40410
	92 Bmr

Regt

¡

III

Regt

Arty

Obsn
	



	40136
	Scty

Brig

902 Afld
	40419
	Ftr

Div

50
	



	40141
	Scty

Brig

932 Afld
	40420
	77 Ftr

Regt
	



	40147

40148
	6

11
	40421

40422
	90 Ftr

ir

Regt

Trans

& Med

Evac

Regt

101 Ftr

Regt

Regt

ig

Afld Comm
	



	40151
	22 Bmr

Div
	40425
	IV

Bmr

Corps
	



	40152
	A

2 Bmr

Regt
	40426
	Bmr

Div

44
	



	40153

40154
	33 Bmr' Regt

91 Bmr

Regt
	S

40427

40428
	Regt

53 Bmr

66 Bmr

Regt
	



	40156
	40 Bmr

Div
	40429
	Regt

81 Bmr
	



	40157
	164 Bmr

Regt
	40431
	Div

53 Bmr

1
	



	40158

40159
	Regt

182 Bmr

224 Bmr

Regt
	40432

40433
	106 Bmr

Regt

Regt

131 Bmr

1
	



	40163
	947 AF

Bn

Sup
	40434
	138 Bmr

Regt
	



	40168
	Maint

Regt

952 AF
	40436
	Atk

17 Grd

Div
	



	40170

40171
	Regt

44 Arty

Obsn

88 Arty

Obsn'Regt
	40437

40438
	Regt

224 Grd

Atk

235 Grd

Atk

Regt
	



	40174
	'979 Afld Scty

Brig
	40439
	237 Grd

Atk

Regt
	



	40176
	36 Grd

Atk

Div
	40441
	52 Ftr

Div
	



	40177

40178
	287 Grd

Atk

Regt

291 Grd

Atk

Regt
	40442

40443
	57 Ftr

Regt

126 Ftr

Regt
	



	40179
	300 Grd

Atk

Regt
	40444
	246 Ftr

Regt
	



	40180
	66 Arty

Regt

Obsn
	40449
	896 Ln

Regt
	



	40181

40182
	Atk

49 Grd

Div

9 Grd

Atk

Regt
	40456

40457
	Div

15 Bmr

Regt

45 Bmr
	



	40183
	Regt

38 Grd

Atk
	40458
	Bmr

Regt

80
	



	40184
	43 Grd

Atk

Regt
	40459
	96 Bmr

Regt
	



	40187

40188
	98 Ftr

Div

6 Ftr

Regt
	40469

40473
	XXX

Bmr

Corps

VIII

Grd

Atk

Corps
	




	40189
	7 Ftr

Regt
	40474
	Atk

33 Grd

Div
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	No.
	Unit
	No.
	Unit




	40475
	Regt

223 Grd

Atk
	40718
	152 Bmr

Regt



	40476
	Atk

Regt

243 Grd
	40719
	184 Bmr

Regt



	40477
	Regt

266 Grd

Atk
	40720
	210 Bmr

Regt



	40479
	Atk

38 Grd

Div
	40726
	35 Ftr

Div



	40480
	Regt

302 Grd

Atk
	40727
	56 Ftr

Regt



	40481
	Regt

311 Grd

Atk
	40728
	108 Ftr

Regt



	40482
	Regt

16 Grd

Atk
	40729
	154 Ftr

Regt



	40484
	42 Ftr

Div
	40731
	59 Ftr

Div



	40485
	48 Ftr

Regt
	40732
	14 Ftr

Regt



	40486
	58 Ftr

Regt
	40733
	50 Ftr

Regt



	40487
	Ftr

Regt

70
	40734
	75 Ftr

Regt



	40490
	Regt

28 Recon
	40750
	XIII

Grd

Atk

Corps



	40492
	1 Grd

Atk

Div
	40751
	55 Grd

Atk

Div



	40493
	Regt

36 Grd

Atk
	40752
	122 Grd

Regt

Atk



	40494
	Regt

67 Grd

Atk
	40753
	147 Grd

Regt

Atk



	40495
	Regt

95 Grd

Atk
	40754
	Regt

194 Grd

Atk



	40496
	Regt

49 Recon
	40756
	6 Ftr

Div



	40500
	Eighth

Army

Air

?
	40757
	3 Ftr

Regt



	40518
	Trans

5 Air

& Med

Evac

Regt
	40758
	21 Ftr

Regt



	40532
	644 Engr

Regt

Afld Const
	40759
	42 Ftr

Regt



	40537
	649 Engr

Regt

Afld Const
	40760
	441 Grd

Atk

Regt



	40542
	Engr

Regt

Afld Const

654
	40761
	25 Grd

Atk

Div



	40544
	656 Engr

Regt

Afld Const
	40762
	79 Grd

Regt

Atk



	40548
	919 Afld Scty

Brig
	40763
	218 Grd

Regt

Atk



	40549
	937 Afld Scty

Brig
	40764
	271 Grd

Regt

Atk



	40568
	Regt

969 Ln
	40767
	18 Grd

Atk

Div



	40577
	Afld Scty

Brig

968
	40768
	134 Grd

Atk

Regt



	40583
	Maint

AF

Regt

922
	40769
	Regt

152 Grd

Atk



	40594
	Bn

965 AF

Sup
	40770
	187 Grd

Regt

Atk



	40595
	Bn

971 AF

Sup
	40773
	Regt

69 Recon



	40596
	AF

Sup

Bn

977
	40774
	16 Grd

Div

Atk



	40700
	Fourth

Air

Army
	40775
	68 Grd

Div

Atk



	40701
	IX

Bmr

Corps
	40776
	78 Grd

Regt

Atk



	40702
	2 Bmr

Div
	40777
	Regt

98 Grd

Atk



	40703
	Regt

8 Bmr
	40796
	994 AF

Maint

Regt



	40704
	Regt

62 Bmr
	40824
	997 Afld Scty

Brig



	40705
	Regt

112 Bmr
	40831
	626 Engr

Regt

Afld Const



	40707
	Regt

45 Bmr
	40836
	631 Engr

Regt

Afld Const



	40708
	160 Bmr

Regt
	40841
	639 Engr

Regt

Afld Const



	40709
	Regt

229 Bmr
	40876
	661 Engr

Regt

Afld Const



	40710
	281 Bmr

Regt
	40883
	668 Engr

Afld Const

Regt



	40712
	Regt

50 Recon
	40888
	673 Engr

Regt

Afld Const



	40713
	Regt

52 Recon
	40895
	III

Grd

Atk. Corps



	40717
	Div

9 Bmr
	
	










CHAPTER 11 ROSTER OF AGGRESSOR OFFICERS


467. Abbreviations

This paragraph contains abbreviations of Aggressor decorations, Army Groups, High Commands, and Service Schools. In the first columns below, these abbreviations are listed alphabetically. The second column contains the full name of tbe abbreviation. The third column is the English translation of column two.









	Abbreviation
	Aggressor
	English




	AKAr
	Alta

Komando

de

la

Armilistaroj
	Armed

Forces

High

Command



	AKAv
	Alta

Komando

de

la

Aviado
	Air High

Command



	AKMf
	Alta

Marfortoj

Komando

de

la
	Navy

High

Command



	AKTa
	Terra

Alta

Komando

la

de

Armee
	High

Command'

Army



	ASM
	Aviada

de

Mérito

Stele

la
	Star

Merit

Air

of



	ASV
	Aviada

de

la

Valera

Stele
	Air Star

of Valor



	HKTA
	Terra

Hejmkomando

de

la

Armee
	Army

Home

Command



	IA_
	Instituto

de

la

Armilariatoj
	Institute

Ordnance



	IArt
	Instituto

de

la

Artilerio
	Institute

Artillery



	IGA
	Instituto

Adjudanta

de

la

Genéralo
	Adjutant

Institute

General



	IHBR
	Instituto

la

Militado

de

Hernia,
	CBR

Institute



	
	kaj

Biología

Radiologia.
	



	Iln
	Instituto

de

la

Intendenteco
	Institute

Intendance



	Ilnf
	Instituto

Infanterie

de

la
	Institute

Infantry



	ling
	Instituto

la

de

Ingenierej
	Institute

Engineer



	IJIG
	Instituto

de

la

Jugadvekato

Kaj

de

la
	and

Judge

Advocate



	
	Inspecktisto

Generale.
	Institute.

Inspector

General



	IKA
	Instituto

de

la

Kontrauaviado
	Institute

Antiaircraft



	IKav
	Instituto

la

Kavalerio

de
	Institute

Cavalry



	IMe
	Instituto

Medicino

de

la
	Institute

Medical



	IMM
	Instituto

la

Monta

de

Milito
	Institute

Mountain

Warfare



	IPM
	Instituto

de

la

Milita

Police
	Institute

Military

Police



	IPz
	Instituto

de

la

Provizoj
	Institute

Supply



	IRM
	Instituto

de

la

Regado

Milita
	Institute

Military

Government



	IS
	Instituto

de

la

Signaloj
	Institute

Signal



	ISG
	Instituto

de

la Stabo

Generala
	Institute

General

Staff



	ISt
	Instituto

Stalarmitaro

de

la
	Institute

Armored



	IT—.
	Instituto

Transporto

de

la
	Institute

Transportation



	LAM.
	Lemejo

la

Artilerio

Marborda

de
	Coast

Artillery

School



	LAMf.
	Lemejo

Anfibio

de

Marfortoj

la
	Naval

Amphibious

School



	LAp
	Lemejo

de

la

Aerporto
	Airborne

School



	LAv
	Lemejo

de

la

Aviado
	Air School







467. Abbreviations — Continued









	Abbreviation
	Aggressor
	English




	LDS
	de

Legiono

la

Distinga

Servo
	of

Distinguished

Service

Legion



	LHV
	kaj

de

la

Valoro_

Legiono

Honoro

^
	Legion

of

Honor

and

Valor



	Lint
	Lemejo

de

la

Intelligenteco
	Intelligence

School



	LL
	-

Lemejo

de

la

Lingvej
	Language

School



	LPD
	Lemejo

la

Pregagando

de
	Propaganda

School



	LV
	Lemejo

de

la.Veteranaro
	Veterinary

School



	NGTA
	Norda

Teraj

Grupo

de

la

Armeej
	Group

North

Army



	OkGTA
	Teraj

Okcidenta

Grupo

de la

Armeej


	Group

Army

West

. *



	OM
	Ordono

de

la

Mérito
	Merit

Order

of



	OrGTA
	Teraj

Orienta

Grupo

de la

Armeej
	East

Group

Army



	
	Rubando

la

1

de

Vundoj
	Wound

Ribbon

'



	SGTA
	de

la Teraj

Suda

Grupe

Armeej
	Army

Group

South



	SHV
	Valoro.:.

Stelo

de

la

kaj

Honoro
	Star

of

Honor

and

Valor



	STAR
	Instituto

Supera

de .la Armilistaroj
	Institute

Forces

Higher

Armed



	SM
	Stelo

de

la

Mérito
	Star

Merit

of



	SOH
	de la

Superóla

Ordono

Honoro
	Supreme

Order

of Honor



	UAr
	Universitato

de

la Armilistaroj
	Forces

University

Armed



	UAv
	Universitato

de

Aviado

la
	Air

University



	USAK
	Unita

de

Komandó

Stelo

la Alta
	Unit

Star

High

Command







468. Roster of Aggressor Officers











	Name and D/B
	Rank and D/R
	Branch
	Present

assignment
	Remarks >



	AAKULA, Kronts

_
	Comdt
	Arty.
	11 L AT Bn
	IArt.



	ABRAMS, John (00) _
	Gen of Div.
	Arty.
	CG, 23 Arty Div.
	IArt; IPs; OM.



	ABREA, Rico (18)
	Col (54)
	Air
	135 Ftr

Regt
	LAv.



	ABTE, Carl von (04).
	Col (50)
	Rifle .
	62 R Regt
	:

Ilnf; SM.



	(05)

ACE, JackK.
	Col (52)
	Arty.
	404 Fus M Mort

.Regt.
	IArt; LAM; ASV.



	ACHAUME, John (93).
	Gen of Corps (50)
	Arty.
	CG, VII Arty
	CG, 53 Arty Div



	
	
	
	Corps.
	(47-50); LDS;



	
	
	
	
	IArt;

IKÀ;

LAM;

ISG.



	ACID, Constancio (00).
	Gen Air Div (52)
	AIR-GSC
	C/S, Eighth Air

Army.
	CofS u/i

Bmr Corps;

ISG; UAv.



	ACKERMAN, Konrad (95)
	Gen of Div (54)
	Cav
	2 AA Div
	OM; IKav.



	ACOSTA, Evaristo (92)
	Gen of Army (53)
	Arty.
	Dep Comdr,

OkGTA.
	CG, 5 Arty Div (45-

IArt;

49);

LDS;

IKA.



	ADAM, Harrison (06)
	Col (53)
	CSC
	CofS, 31 Fus Tk

Div.
	OM; ISt.



	ADAMS, Humbert (97).
	Gen of Div (45).
	Tank.
	GG, 1 Fus Mecs

Div.
	LDS; OM; SHV; ISt.



	ADLER, Lawrence (20)
	Capt (50)
	Abn
	35 Abn Engr Co .
	Ilnf; LAp.



	ADLHOCH, Ludwig (99)
	Gen of Div (49).
	Rifle
	CG, 37 R Div
	SIAr.



	ADRIAN, Bernard (14)
	Comdt (48)
	Abn
	96 Abn Armd '

Car Bn.
	RV; LDS; ISt.



	AGÜERO, Pauncho (27).
	WO
	Engr.
	Instr IInf
	109 Engr Co (51).



	AGUILAR, Marion (01).
	Col (46).
	Rifle .
	207 Fus Mecs R

Regt.
	RV (1); OM; SM(2);

ISG.



	AGUILON, Jaen (05)
	Col (49) _
	GSC.
	CofS,40 R Div
	Ilnf; RV; SHV; ISG;

IHBR.



	AGUIRRE, Thomas (03)
	Col (46).
	Rifle.
	283 Fus Mecs'R

Regt.
	LHV; SOH.





Name and D/B

Rank and D/R

Branch

Present

assignment

Remarks

AIELL, Fundad (03).

Gen of

Arty.

CG, 107 M How

Brig.

lArt.

AINSLIE, Marcel (03)

Col (49)

Tank.

46 M Tk Regt

ISt; OM.

AKHMEDOV, Minodar (11).

Comdt (52)

Arty

311 L AA Regt

LArt; IKA.

ALBATH, Henry (95)

GenofDi\ (54).

GSC.

CofS, Twentieth

CofS, XXXVI R

Mecz Army.

ISt;

/¡/T—ei.

ALBOISE, Pierre (97)

Gen of Brig (49).

GSC.

Opns, IIIRCorps

ISG; LDS; IHBR.

Inf

Regt,

45-49;

37

ALBRIGHT, Henry (08)

Gen of Air Div

Air

CG, 2 Bmr Div

, Ilnf;

ISG, IHBR.

UAv; LAv.

(45).

ALCAD, Henry (19)

Maj '(49)

Rifle

337 Mtrcl Bn

OM; Ilnf;

IKav.

ALFLECK, David W (07)

Col (45)

Rifle

108 R Regt

Ilnf,

ALFONSO, Tostado (19)

Comdt (49)

TC—

871 MT Bn

SM; IT.

ALLANZ

Maj

Engr

110 Fus Engr Bn.

ALLEN, John (03)

Col (48)

Tank.

.677 Hv Tk & SP

Gun Regt.

SOH; OM; ISt.

ALLEY, John M. (15)

Col (53>

Air

43 Grd Atk Regt

ALOIS, Carlos (04).,

Col (51)

Rifle.

89 R Regt

Hnf.

ALTERMAN, Gordon L. (95)

Gen of Corps (54)

Rifle.

CG, XX R Corps

Ilnf; ist;

SIAr; LDS;

,SM.

• i,

ALVAREZ, Joaquin (07).

Gen of Air Div

(52)

Air

CG, 22 Bmr Div.

LAv; ASV.

AMATO. Tatsu (04)

Col (46)

Arty.

12 Fus Hv Tk &

SP Gun Regt.

SHV(l); LArt; OM;

IKA.

AMBROSE, Larry (03)

Col (49)

Arty.

522 M How Regt.

IKA; LArt; OM;

USAK.

AMMON, Freidrich (05).

Col (47)

Sig

Sig O, XXII

R

Corps.

IS; SM.

AMPERE, Louis (95)

Gen of.Div (46).

Rifle.

Dcp Cmdr,

R

(49-

CG,

64

Div

Fourteenth

Meca Army (?)

51);

Light

CG

64

Div

(46-49);

OM;

Ilnf.

AMSBERG, Axel (21)

Col (52).

Air

194 Grd Atk Regt

LAv; ASV; ASM.

ANABALON, Telga (04).

Col (46).

Tank.

Instr,

lArt

Arty

Regt

(SP)

241

(4.6-49); OM; LArt;

ISt.

ANDRE, Rene (11)

Maj (49).

Cav.

Instr, PAp.

(49-

Recon

Bn

111

1*

OM;

51);

LDS;

IKav; ISt.

,

ANGEL, Joseph (20)

Maj (53)

Engr.

102 Engr Bn

ANGELICA, Enrico (02)

Col (45).

Rifle.

12 Fus R Regt

SM; linf.

ANGLAD, Duane (11)

Comdt (54)

TC—

425 MT Bn

IA

ANSAT, Archie;A., (09)

.Col (45) ^

Air

•Dep.Cmdr,

LAv; UAv; IHBR,,.

2 Bmr Div.

ANSKOOTS, Robert H. (08).

Col (51)

Arty.

960 M AA Brig

lArt; IKA.

ANTOIJOV, Vasili Pavlovitch

Maj

Arty.

152 Hv Mort Bn

lArt.

ANTON, Benjamin (11)

Gen of Air Div

Air

CG, 6 Ftr

Div

Ln

O;

OkGTA

Air

(49).

. (47-49);OM;ASM;

LAv; UAv.

ANTONESCU, Dobri.

Maj (50).

Arty.

51 L AA Bn.

IKA.

ANTONEZI,: Arturo (21>

Maj (50).

Hq

(45-51);

Co.

JRifle.

5

OM; RV; Ilnf.

ANTRITTER, Martin (09)

Comdt (49)

i

Tank.

SM; RV; ISfcl?. M



Tk (46-52).

APELL, Martin (14)

Col (51)

Air

Dep Cmdr,

45 Bmr Div.

ASM;

UAv;

LAv;

IHBR.

APELT.t Max

'

Col (50)

Air

Dep Cmdr,

LAv.

.35-Ftr Div.

,

w

•

APICELLA, Vincent (25).

Capt (54).

Engr.

109 Engr Bn

IA.

APOSTOLOS, Mousgas

Maj

.Arty.

u/i.Mort Bn

^
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	Name and D/B
	Rank and D/R
	Branch
	Present

assignment
	Remarks



	AQUINALDO, Arturo (82)
	Marshal (45)
	Army
	President,

Ag

gressor Nation
	Advisor to AKAr (49-

50)

(45-49);SOH;LDS

(2); LHV; SHV (1);

OM (2); RV (1).



	
	Comdt

Col (47).

Gen of Div (46)
	Sig

Arty.

Rifle.
	311 Sig Bn

961 MAA Brig

CG, 40 Fus Rifle
	IKA.

Mort

Regt

(46-

102

51)

Ilnf; SIAr.



	ARANY, Bela <15)

ARIS, Everisto (04).

ARLINGTON, Jason B. (02).

ARMAND, Ross (99)

ARNING, Carl (01).
	Gen of Div (46)

Gen of Air Corps

(46).
	Rifle.

Air
	Div.

CG, 3 Mecz Div.

XIII

Grd

CG,

Atk Corps.
	LDS; SHV(l); SM

(1); Ilnf; ISt.

XII

With

Tao

AF

ASM(l);

(46);



	ARNOLD, Edward (20) _

AROVALDO, Nino (15).

ARRID, James (02)
	Comdt (54) .

Col (53)

Col (48)
	Abn

Arty.

Arty_
	196 Abn Rifle Bn,

963 M AA Brig.

486 M Gun Regt.
	IKA; LDS; LAV.

ling;

LAp.

IArt; RV; SM.



	
	Col (49)

Maj (53)

Col (52)

Gen of Brig (49).
	Arty.

Arty_

GSC.

Arty.
	127 Hv How

Brig.

3841 M AA Bn

CofS, 9 Rifle Div.

Dep Cmdr, 8 Fus
	RV; LAM.

lArt; IKA.

IHBR; SIAr.

Arty

Regt

(45-

171



	ARROW, Eugene (06)

ARTHUR, Hugh (15).

ASP, Arnold A. (05)

ASTIER, Pierre (98)

ASTIRITI, Juan (98).

AUGUSTINSKI, Leon
	Gen of Brig (49) _

Comdt
	Arty.

Arty.
	Mecz Div.

99 AA Div

36 L AT Bn
	49) ; OM ; lArt;

IKA.

22 Gun Regt (49-51);

SM; lArt.

lArt.



	AUSTIN, Houston, F. W

AVERESCU, Andras (18)

AXICAR, Juan (08)
	Col (49).

Capt

Col (46).
	GSC.

Sig

Arty.
	CofS, 52 Rifle

Div.

446 Sig Co

Dep Cmdr,
	UAr (Believed to be a

renegade Texan).

IS.

10 AT Regt (46-51);



	AZZI, Juan (08).

BABAND, Henri (97).
	Col (47).

Gen of Brig (46).
	Cml.

Arty,
	91 AA Div

Instr, IHBR.

Cmdr for

Asst
	SHV; ISt; lArt.

Cml O, X Corpa (47-

49); IHBR; SM.

OM; SM; lArt;

IKA;



	BABIN, Victor (91)
	Gen of Div (45)
	Rifle.
	Arty, XXIV R

Corps.

CG. 71 Rifle Div,
	LAM.

OM; ASM; UAr; Ilnf;

RV.



	BABKA, BohnmiL (01).

BACK, Claude (01)

BADEN, Henry (97) _
	Coll

Gen of Div (52).

Gen of Corps (53)
	Arty.

Rifle _

Arty.
	Fus

L

315

AA

• Regt.

CG, 67 Rifle Div.

XVI

Arty

CG.

Corps.
	Ilnf; IKav.

IKA;

LAM;

LArt;

SIAr.



	BADET, Anatole (01).

BADOUX, Hugh (08)
	Gen of Brig (52)

Col (49)
	Rifle.

Rifle.
	CG, 35 Rifle Div.

450 Rifle Regt
	CofS, 64 R

Div (49-

52); UAr; OM; SM

(2) ; LDS ; ISG ; Ilnf.

SHV; SM; OM; Ilnf.



	BAHRENS, Ralph (02)

BAILLY, Ronald (04)

BAISTROCCHI, Pietro (03).
	Col (51)

Gen of Brig (54) _

Col (46)
	Arty.

Arty.

Rifle.
	417 Hv Rkt

Brig.

138 M How Brig.

Opns, X Corps
	IArt; OM; RV; SHV.

IArt; LDS; RV (1).

Ilnf;

IHBR;

OM;

ISG.



	BALAN, Saul

BALBO, Guido (16).

BALOTTA, Ariurb (04)

BAMBERG. Helmuth (00)
	Maj

Col (52).

Col (46)

Col (47).
	Engr.

Arty.

Rifle.

Cml
	114 Ehgr Bn

M

Mort

350

Regt.

Hq SGTA

XXII

Cml

O,
	ling.

lArt; OM.

R

20

Regt

(49-51);

OM;8M; Ilnf;

ISG.

IHBR; SM; ISG.
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	BANTER, Jacob (01)

BARBER, R. E. Lee (06)
	Col (47).

CoJ (51).
	GSC.

GSC.
	Fus

CofS,

15

Mecz Dir.

Asst

Cmdr

for

Svcs,

91

AA
	SHV; Ilnf;

ISt; ISG;

IHBR.

Ilnf.



	BARDT

'

E'1

Jr

V. M
	Col (48) _

Comdt
	Air.

Arty.
	Div.

3l6 Bmr Hegt

u/i L AT Bn
	LAV;

ASV;

UAv;

lArk.

IArt.



	BARI, Louis

BARLOW, Srancia (10).

BARN, Fritz (22)
	Gen of Air Corps

(46).

Maj (52)
	Air

Engr.
	CG,

IV

Bmr

Corps.

ISO Engr Bn
	LDS; ASM; UAv.

ling.



	BARR, Andrew W. (01)

BASQUEZ, Carlos

BASS, Albert O. (12)
	Col (52)

Col

Gen of Air Div
	Riñe.

GSC.

Air
	21 R Regt

Cmdr

for

Asst

Svcs, 16 R Div,

CG, 42 Ftr

Div.
	Ilnf; SM.

Iln.

UAv; ASM.



	BASTICO. Rinaldo (16)

BASTIDE, Haro (98)
	(54).

Comdt (50)

Gen of Brig (48)
	Arty.

Abn
	20 Fus L AT Bn

Dep

Cmdr,

49

Abn Div.
	IArt; SM.

Regt

404

Arty

(46-

48)



	BAUER, Hermann (03).

BAUER, Otto (05)

BAULIEU, Jules (OS). ,
	Gen of Brig (47).

Comdt (49)

Gen of Brig (51).
	Engr.

Abn

Arty.
	Engr O, OrGTA.

80 Abn R Bn

Asst Cmdr

for

Arty, 86 R Div,
	OM;IIng;ISG;IHBR.

LAp.

Regt

(49-

170

How

IArt;

IKA;

51);



	BECHET, Pierre (03)

BECKER, Charles (98)
	Col (46)

Gen of Army (46)
	GSC.

Rifle .
	R

CG,

Ninth

Army.
	ISG.

OM ; SM ; IHBR;ISG.

Repl Tng Army

CG,

(46-49); LDS; OM;



	(01)

BECKET, Harley T.

BECUZZIE, Bolero (95)
	Gen of Div (54).

Gen of Corps (48)
	Tank.

Tank.
	CG, 37 Tk Div.

CG. VI R Corps
	Ilnf; SIAr.

OM; ISt; IKav.

OkGTA

(47-

CofS;

49)

Div (46-47); LDS;



	BEGGIATO, Pietro (01)
	Col (49).
	Ord.
	X

R

Ord

O.

Corps.
	ISt;

Ilnf;

OM(l);

ISG.

IA; SM.



	BEHAMOND, Peter (97)

BEHRENS, Anton (07)

BELL, Patrick A. (07)
	Gen of Div.

Col (50)

Col (52).
	Rifle.

Fin

Arty.
	CG, 4 R Div

Fin

XXXV

O,

Mtn Corps.

Instr, IKav
	OM; UAr; Ilnf.

SM; Iln;

ISG.

IKA; IArt.



	BELLONO, Cesare (00)

BENAVIDAS, Art (99)
	Col (46).

Gen of Brig (52).
	Rifle.

Arty.
	3 Fus

R

Mecz

Regt.

CG. 128 Hv How
	172 R Regt

(49-50);

OM; Ilnf;

ISt.

CofS 21 Arty Div (45-



	BENNET, Element

BERAUD, Rene
	Comdt
	Arty.

Arty.
	Brig.

13 L AT Bn

Asst Comdr for
	50) ; OM ; SM ; IArt;

LAM.

IArt.

IArt.



	
	Col (50).
	
	Arty, 35 R Div
	



	BERGIER, Thomas (03)

BERNEDE. Paul (01)
	Col (47).

Maj
	GSC.

Engr.
	CofS, 34 R Div.

167 Engr Bn
	AT Regt

(46-51);

69

ISt; ISG; IHBR;

ling.



	BÉRNIEDEI, Gilbert (22)

BERRAND, Thomas
	Maj (54).

Maj
	Cnv

Rifle.
	134 Mtrcl Bn

Mtrcl

Fus

108

Bn.
	IKav.

Ilnf;

ISt.



	BERTHET, Paul (97)
	Gen

of

Corps

(46).
	GSC.
	CofS, SGTA
	CG VI Armd

Corps

III

(47-53);

CofS

Corps

Mecz

(45-

Reorganized

46) ;



	
	
	
	
	ISt; (47); OM; ISG;

SIAr.



	
	
	
	
	205















	Name and D/B
	Rank and D/R
	Branch
	Present

assignment
	Remarks




	BERTI, Emanuel (00).
	Col (46) _
	Rifle _
	251 Mecz R Regt.
	251 Inf Regt (46-49);

SHV (1) 1 SM; RV;

UAr; Ilnf;

ISt.



	BERTIER, Paul (02).
	Col (46).
	Rifle.
	Instr, ISG.
	R

Regt

(49-51);

47

OM;

SHV;

SM;

Ilnf.



	BERTIL, Raymond (13).
	Col (46)
	Air.
	Dep Comdr, 49

Grd Atk Div,
	UAv, ASM; IHBR.



	BERTOSSI, Mario (92)
	Gen of Div (46)
	Rifle.
	98 AA Div
	Light

CG,

66

Div

(46-49); LDS; OM;

SG IKA.



	BERTRAND, Luis (06).
	Col (50)
	Rifle.
	26 R Regt
	Ilnf.

Ilnf;

IKav;



	BESSE, Henri de
	Gen of Brig.
	Abn
	CG, 39 Abn Brig.
	LAp;

LHV.



	BESSEL, Freidrich (04).
	Gen of Brig (47)
	Pltc.
	Asst

Cmdr

for

Pito

Affairs,

Tenth R Army.
	OM; LPD; Ilnf.



	BESSIERE, Phillipe (98) _
	Gen of Corps(51)
	Rifle.
	R

XXX

CG,

Corps.
	R

Div

(49-

CG,

11

Ilnf;

51);

OM;

SIAr.



	BLANCHI, Enrico (08).
	Col (49)
	Cav
	10 Fus Mecs R

Regt.
	AT

Regt

(46-49);

4

SM(1).



	BIAUDET, Renard (06).
	Col (47)
	Arty.
	965 M AA Brig
	Arty

Regt

(46-

164

49); SM; lArt.



	BIERBAUM, Dienst (25).
	Maj (51).
	Cav.
	Fue

Mtrcl

321

. Bn.
	IKav; SHV.



	BILES, Thomas (09)

BINTZ, Hans (10)
	Comdt (50).

Col (50)
	Arty.

Rifle.
	11 Hv Mort Bn

88 R Regt
	LArt; OM.

Ilnf; RV; SOH.



	BISHOP, Warner (25)
	Capt (47)
	Abn
	44 Abn Mtrcl Co.
	RV; SHV; Ilnf;

LAp.



	BLAGOVESCHENSKI,

Lenoid (17).
	M j
	Sig
	Instr, IS
	IS, ISG.



	BLANCHARD, Oliver (05).
	Gen of Div (49).
	Cav
	CG, 12 Cav Div.
	IKav.



	BLANCK, Marvin (11)

BLASTICH, Thomas (12)
	Col (47).

Comdt (48)
	Air

Arty.
	29 Bmr Regt

3844 M AA Bn
	ASV; LAv; UAv.

54 AT Regt (45-51);

lArt.



	BLETON, Jean (99).
	Gen of Corps (50)
	Rifle.
	CG, XXIV

R Corps.
	CG, 91 Inf Div (47-

,49);

LDS;

SM(1);

Ilnf; ISG.



	BLICKMAN, Richard.
	Comdt (53).
	Cav
	38 Cav Regt
	IKav.



	BLOOM, Julius (07)
	Col (52)
	Rifle.
	404 R Regt
	Ilnf;

SHV(l):

LHV;

OM; RV.



	BLUTEAU, Rafael (14)
	Comdt (51)
	Rifle
	30 R Regt
	Ilnf.



	BLYTHE, Charlea V.C. (97).

BNINSKI, Zigmunt (15)
	Gen pf Div (50) _

Col (52)
	Rifle

Tank.
	CG, 15 R Div

54 Hv Tk & SP
	UAr; OM; Ilnf

ISt.



	
	
	
	Gun Regt.
	



	BOBADILLA, Richardo (00).
	Gen of Brig (51).
	Rifle
	Aast Comdr

for

Arty, 51 R Div.
	103 R Regt (49-51);

LHV;

SHV

(1);

OM; RV; Lint.



	BOCAZ, Pablo (08).
	Gen of Brig (51).
	Arty.
	for

Asst Comdr

Arty,

Fus

14

R Div.
	35 AA Regt (46-61);

SM;

IKA;

OM;

lArt.



	BOCCHIO, Francis (99).
	Gen of Div (52)
	Tank.
	Fus Tk

CG, 31

Div.
	CofS, 31 Fus Tk Div

(49-52); LDS; OM;

ISt; ISG.



	BOCK, Walther (09)
	Col (48)
	GSC
	Asst

Comdr

for

Svcs, 22 Mees

Div.
	M Tk Regt (48-

11

51); LST; ISG.



	BODE, Emil (02)
	Col (48)
	GSC.
	CofS, 16 Mecz

Div.
	OM; ISt; ISG; UAr;

IHBR.















	Name and D/B
	Rank and D/R
	Branch
	Present

assignment
	Remarks




	BODEREAU, Pierre (03)
	Col (50).
	GSC
	Censor O,

XXXVI Mtn

Corps.
	ISG; OM; IHBR.



	BODLAK, Jiri (02)

BOECLET, Noel (98).
	Col

Gen of Army (52)
	Arty.

Rifle.
	DepCmdr NGTA
	IArt; IKA.

R Div

(49-

CG,

86

CM;

SIAr;

51);

ISG; Ilnf.



	BOEMAN, Berman (11).

HOENS, Julien (01)
	Comdt (49)

Gen of Corps (46)
	Arty.

Pltc
	97 L Gun Bn

Asst

Cmdr

for

Pltc Affairs,

NGTA.
	IArt; IKA.

OM; Un.



	BOERNER, Luis (04)
	Gen of Brig (54).
	Tank.
	Dep

Cmdr.

32

Tk Div.
	Hq Sixth Army

(46-

49); ISt; ISG.



	BOGULLON, Toledo (98)
	Gen of Div (46)
	Rifle
	CG, 87 R Div.
	CG, 87 Mts Div (46-

LDS;

SHV;

49);

UAr; Ilnf.



	BOHNERT, Francis D. (09)
	Col (51)
	Arty.
	Cmdr

Asst

for

Arty, 4 R Div.
	LArt; IKA; ISG.



	HOHNSTEDT, Eugen (91)
	Gen of Brig (50).
	GSC.
	R

Seventh

Hq,

Army.
	Hq, Tenth Army (46-

49); OM; ISG; UAr;

IHBR.



	BOIBE8SOT, Charles (05)

BOILEAU, Amedeo (05)
	Gen of Brig (47).

Col (47)
	GSC.

GSC.
	Hq, NGTA

CofS, 32 Tk Div.
	OM; Ilnf;

ISG; UAr.

Armd

Div

CofS

32,

UAr;

(46—49);

IHBR.



	BORGHESE, Guiliano (07)

BORI, August (10)
	Col (49).

Col (48).
	Arty.

Rifle.
	451 M How Regt.

102 R Regt
	LArt; SM.

Ilnf;

8M(1);

SHV;

UAr.



	BORMANN, Martin.
	
	
	
	Representative of the

people

in

the

Trinity.



	BORNAND, Guy do (02)
	Col (50).
	Arty.
	ATO or GTA
	Hq Sixth Army

(47-

48); OM; UAr.



	BORRE. Henry (01)

BOSCARD, Benton (96),
	Col (50)

Gen of Div (54)
	Arty

Tank
	407 M Mort Regt

CG.öOTk Div
	IArt; UAr.

Armd

50

Div

CofS,

(46-49); OM; UAr.



	BOSTIS, Alkis (08)
	Gen of Brig (52).
	Tank.
	Dep

Cmdr,

10

Fus Cav Div.
	



	BOTALDE, Phillip (00)

BOTHWELL, Percy (02)
	Col (51)

Gen of Corps (50)
	Rifle

Air
	CofS, 19 R Div

I

Grd Atk

CG,

Corps.
	Ilnf.

LAv.



	BOTTS, CUfford (09)

. BOUANT, Leopold (03).
	Col (51)

Gen of Brig (46).
	GSC.

GSC
	CofS, 22 R Div

Opns, XXVII R

Corps.
	Ilnf; ISG; IIN.

IHBR.



	BOUCHARD, Arthur (05)

BOYD, William (03)
	Col (50)

Gen of Div (50).
	Rifle.

Rifle.
	92 R Regt

CG, 66 R Div
	Ilnf;

RV; SM.

SIAr; Ilnf; ISt.



	BRANAN, Manny (15)
	Col (54)
	Air
	52 Ftr

Regt
	ASM : RV.



	BRANDO, Harlan

BRAVO, Alphonso (03)
	Maj

Col (46)
	Arty.

GSC.
	13 L AA Bn

CofS, 1 Fus

Mecs Div.
	LArt; IKA.

211 Mees R Regt (49-

51); SHV(l); OM;

Ilnf;

SM(2);

ISG;



	BRECHET, Pierre (01).
	Col (52).
	GSC.
	CofS, 33 R Div
	IHBR.

Ilnf;

ISG; SM(3).



	BREY, Hans (04)
	Col (51)
	Rifle .
	37 R Regt
	Ilnf; Iln.



	BRINK, David (07)

BRUNA, Armando (99).
	Col (51).

Gen of Brig (53).
	Arty.

GSC.
	7 FusM HowRegt

CofS, Third

Mecs. Army
	IArt; IKA.

Mees

CofS,

Div

21

(46-48); UAr; .

IHBr.



	BRUNET, Raoul (00)
	Col (47).
	GSC.
	Intel O, XXIV

R Corps.
	Mort Hegt

(48-

397

50); SM.



	BRYANT. Felix Q. (10).
	Maj
	Air
	75 Ftr

Regt
	Ilnf.















	Name and D/B
	Hank and D/R
	Branch
	Present

assignment
	Remark?



	BUETTNER, Frederick (09).

BUFFA, Frederick (10)
	Comdt (51)
	Rifle.
	446 R Rcgt
	HnC.



	BULB. Rubin (12)
	Col (48)

Div

Gen of Air

(47).
	Air

Air
	112 Bmr Regt

1 Grd Atk

CG,

Div.
	LAv.

ASV (1)



	BULOW, Fredrich von (96).,
	Gen of Brig (46).
	Riñe.
	R

Hq,

Ninth

Army.
	OM.



	BUNDY. Harold (08).

BURGUAD, Rene
	Col (54)

Gen of Corps (47)
	Tank.

Riñe.
	26 M Tk Regt

Chief of R Trps,

AKTa.
	ISt; IKav.

CG, llIjR

Corps (47-

LDS(l);

49);

OM;

SIAr; IIIBR.



	BURK, Edmond (05)
	Col (50)
	Arty.
	Dep

Cmdr.

44

Abn Brig.
	IArt, IKA, IMM.



	BUSCH, Herman B. (07)
	Gen of Brig (45)
	TC
	Chief MTO,

AKTa.
	OM ; IT.



	BUSSE. Herman B. (07).

BÜSTEN, Trecn H. (95).
	Col (53)

Gen of Army (49)
	TC

GSC.
	823 MT Regt—

CG, HKTA
	IIn;IT.

Ilnf; IIn; STAr;

IHBR.



	BUTLER, Paul V. (01).
	Gen of Corps (54) Cav.
	
	CG, X Cav Corps
	IKav; ISt; SIAr.



	CABALLERO, Diego (01).
	Col (46).
	GSC.
	CofS, 40 Fus R

Div.
	OM;SM;IInf;IHBR.



	CABELLO, Angio (23)

CABEZON, Paul D. (03)
	Mai (52).

Col (46)
	Med.

Rifle _
	333 Med Bn

Fus

R

Mecz

4

Regt.
	IMe; IHBR.

SHV(2));SM(l);IInf



	CACHIN, Charles (10)

CADENAS, Justo (U)

CAEN, Roger de (95)

CAFFARATTI, Nunzio (99)
	Col (50)

Col (40).

Gen of Div (48)

Gen of Brig (45)
	GSC

Air

Tank

Arty
	CofS, 62 R Div

2 Bmr Regt

CG, 19 Mecz Div

Dep

Cmdr.

66

Abu Div.
	RV; OM; ISG, IHBR.

ASV; ASM(2).

SHV; SM; ISt; Ilnf.

CG, 32 Arty Brig (46-

51);

SM(1);

OM;

LAp.



	CAFFARTY, Frederick (13).

CAM1ZZO, Antonio (26)

CAMPER, Ferdinand (24)
	Gen of Div (48).

Maj (53)

Capt (52)
	Tank.

Engr

Abn
	90 AA Div

319 Fus Engr Bn.

Abn

How

928
	ISt; IKA; lArt.

ling.

lArt; LAp.



	CAMPO, Luis (26).
	Capt (48).
	Tank.
	Btry.

Hq

Hq

CO

&

Tk

Trps,

33
	ISt; Lint.



	CAMPOSKY, Manny (09).

CANACHO, Hugo (18)
	Comdt (47).

Comdt (53).
	Abn

Tank
	Div.

142 Abn R Bn

490 M AA Bn
	LAp.

98 M Tk Bn (48-52) ;



	CANO, Alonao (23).
	Capt (47)
	Hifle .
	Ilq

CO,

Hq

&
	1ST; IKA.

*

Iln; Ilnf.



	CANOVA, Donald (15).
	Comdt (46)
	Abn.
	Trps, 4 R Div.

141 Abn R Bn
	Ilnf; SHV (1) ; SM (2) ;

RV; LAp.



	CAPEHARD, A. K. (20).

CAPRA, Pùsquel (19)

CARCILL,. Martin (13)

CARLING, Joseph (10)
	Maj (52)

Comdt (50).

Col (53) !—.

Col (40)
	Engr.i.

Arty

Tank

Air
	105 Engr Bn

28 L AA'Bn

98 M Tk Regt

Dep Comdr,
	ling.

IKA; lArt.

ISt.

LAv; IHBR; ISG.



	CARMONA, Carlos (89).
	Marshal (50)
	Army
	4 Bmr Div.

CG, OkGTA
	Chief of Opns, Armed



	
	
	
	
	Staff

Forces

Gen

(47-49) ; CofS

OkGTA

(46-47);

LDS

(3);

SHV;

SM (2).



	CARR, Henry (17)

CARRUBA, Sanchez (24).'

CARTER, Lawrence (08).
	Col (15)

Maj (52)

Gen of Brig (49)
	Air

Sig

Arty.
	67 Grd Atk Regt.

110 Fus Sig Bn

CG. 122 Hv How
	ASM (1); LAv.

IS; OM.

Arty

Regt

(47 -

433



	
	
	
	Brig.
	49); LAM; UAr.















	468.

of

Roster
	Aggressor
	—

Officers
	Continued

. Fresnt
	



	Nâme and D/B

CASANDUAS, Leon (00)
	Rank and D/R

Gen of Army (50)
	Branch

Tank.
	assignment

Fourth

R

CG,
	Remarks

CG,

Meca

Corps

14



	
	
	
	Army.
	(45-48) ¡ Staff duty

OkGTA (49); LDS

(1)



	CASARDI, "Chinese" (02)
	Col (49) -
	Arty.
	459 M How Regt.
	lArt;

Soldier

of

for

tuno in the Far East

(20-46).

5HV; SM; UAr.



	CASEAUZ, Leon (04).

CASTRO, Santo (04)
	Col (48) -

Col (46)-
	Rifle

GSC
	451 R Regt

CofS, 47 AA Div.
	CofS, 23 R Div (49-

Ilnf;

51);

ISO;

IHBR.



	CAVERDO, Angelo (09).

CEBUHAR, Ongjan (07)
	Coi (50)

Comdt (52)
	Rifle.

Arty.
	208 Fus Meca R

Regt.

u/i L AA Bn
	Ilnf; SHV; RV; SM.

IKA.



	CERVERA, Pablo (10)
	Gen of Brig (50)
	Abn
	CG, 18 Abn Brig.

865 Hv Rkt Brig.
	LAp;

CofS,

20

Ahn

Ilnf;

Div

(47-49);

UAr.

ISt; IArt.



	CHAMON; Rene (20)

CHARPIN, Marieno (94)
	Col (54)

Gen of Army (5l|)
	Tank.

Rifle
	Second

R

CG,

Army.
	HI

Corps

(40-

CG,

51); LDS

(1); OM

(2)



	CHONGO, Mike (08).

CHRISTO, Meló (23).

CILMPON, Ned (U).
	Col (51)

Maj (54)

Gen of Air

Div
	GSC.

Sig

Air
	CofS, 10 Cav Div

1Û3 Sig Bn

CG, 38 Grd Atk
	IHBR.

IS; OM.

67 Grd Atk Regt (48) ;



	CHAIN, Rex (26)

CLAUSEN. Otto (II).
	(45).

Maj (53)

Col (47)
	Engr.

GSC.
	Div.

335 Engr Bn

Staff O, Tenth R
	LAv; UAv.

ling.

OM; IAr; IHBR.



	COCHRANE, Rodney

COLBY, Reginald V. M. (94).
	Col

Air Marshal (50)
	Tank.

Air
	Army (?).

Instr, Ilnf

Dep Chief,

•

AKAr.
	IKav;

UAv;

LAv;

UAr; SIAr; IHBR;



	COLLAZO, Aníbal (14)

COLLIER, Philbert (22)
	Comdt (48)

Maj (52)
	Arty.

Cav
	u/i M How Regt

152 Mtrcl Bn
	IKA.

RV; SM; IArt.



	COLON, Rafael (10)

COMER. Pearl (26),^

CONCHA, Porfira (17)
	Col (49) 1

Maj (54)

Comdt (50)
	Arty.

Sig

Arty.
	236 M How Regt

180 Sig Bn_

2895 M AA Bn
	ASM; SM,

IS; OM (1); SM.

OM; IKA.



	CONDON, William F. (10).

CONES, Vincent L. (Ö7)
	Col (52)

Gen of Army (54)

Col (48)
	GSC

Tank.

Arty
	CofS, 40 Tk Div.

DepCmdr,

SOTA.

484 M How Regt
	IKav; ISO.

UAr; SIAr; ISt;

IKav.



	CONIL, Jesse (06)

COQUI,'Miguel (13).
	Comdt'(47).
	Tank.
	Instr, ISt
	Tk

Regt

(45-

M

87

51);

SHV

(1);

SM

(1); ISt; UAr.



	CORBIN, Edward-*

CORD, Raymond (11).

CÓRDOBA, Pilar
	Col (48).

Col (48).
	Air

Tank.

Pltc
	70 Ftr

Regt

3 M Tk Regt

Liquidated
	LAv; RV. ' '

ISt.

Former

representa



	* CORDOBA, Victor (05).
	Gen of Brig (52).
	Pltc.
	t . (6/53).

to

Defected

US

(6/53).
	tive of the people

in the Trinity.

SHV;

OM;

SM

(2);

ISt;

IHBR;

ISG;



	CORREARDJ, Jean (09),
	Col (50)
	GSC.
	CofS,

12

Rifle
	brother

UAr;

'of

Pilar Cordoba.

Ilnf;

IHBR;

OM;



	CORTES. Julian ¿05)
	Col (49)
	Arty.
	Div.

Fus

M

How

5

Regt.
	ISC.

'

lArt.



	CORTEZ, Barney (18)

COSSMAN, Adolph (98)
	Maj (50) _

Gen of Brig (49).
	Cav

GSC
	Fus

Cav

310

Recon Sq.

Fourth

R

Hq,

Army.
	SHV; SM; IKav.

OM (1); IHBR; ISG;

UAr.















	Name and D/B
	Rank and D/R
	Branch
	Present

assignment
	Remarks



	COUGET, Rolfe (03)
	Gen of Brig (51) -
	Arty.
	Cmdr,

Dep

18

Arty Div.
	IArt; LAM.



	COURBIERE, Georees (92)
	Gen of Army (46)
	Rifle
	Cordobist, Liqu-

. dated (6/53).
	CG, Sixth Army (46-

49);

LDS (1); OM

UAr;

ISG;

(2);

Hnf.



	COURLET, Philo (07)

COURMENT, Philip (03)
	Comdt (51) -

Col (40)
	Arty.

Arty_
	109 Hv Mort Bn.

426 M Mort Regt
	IArt.

Mort

Regt

(45-

152



	COURRIËRÈ, Jacque (02)
	Col (47).
	Arty.
	Dep Cmdr,

109

Hv. Hove Brig
	49); SM (1); IArt.

Arty

Regt

(40-

161

49) ; IArt.



	CRAUCH, .Richard (25)

CRAWFORD, Robert C. (99)
	Capt (48)

Gen of Corps.
	Abn

Rifle.
	29 Abn Engr Co.

CG, X Mtn Corps
	ling;

LAp.

Hnf; IArt; IKav; LL;

SIAr; UAr.



	OREYDT, Herman (22)

CRUQUIUS, Fredrich (15)
	Maj (54).

Maj (48).
	Engr.

Cav
	337 Engr Bn

Instr., IKav
	OM; Ilng.

113 Recon Bn (7-51);

SOH; SHV(l);

IKav; ISt.



	CUNO, Helmut (05)-!'
	Col (50)
	GSC
	Hq, NGTA.
	Hq, OrGTA (47-49);

Hnf; ISG; ÏHBR



	CURDIE, Andrew (14)

CZERWINSKI, Weneslaus
	Comdt (49).

Comdt
	Tank.

Arty
	114 Fus Hv Mort
	68 M Tk Bn (49-52) ;

ist.

IArt.



	
	
	
	Bn.
	



	DAHLMAN, Erich (88)
	Marshal (49).
	Army
	CG, NGTA
	HKTA

CG,

(46-49);

LDS

(1) ; OM

(2);

UAr; IKav; IHBR;

ISG.



	DAIREAUX, Eugene.
	Gen of Brig (51).
	Arty.
	Asst Comdr for

R

Arty,

91

Div.
	R Div (49-

CofS, 91

51); SM (1) ; IHBR;

ISG; UAr.



	DALLACOSTA, Fernando
	Comdt (54)
	Cav
	135 Mtrcl Bn
	SHV; SM (1); IKav.



	DA [J.OZ, Lucar (20)
	Maj (53)
	Cav
	332 Mtrcl Bn
	RV; LDS; ACC.



	DANIÊLS, William (98)
	Army

Gen

of

(52).
	Rifle.
	Fifth

R

CG,

Army.
	Lint;

Hnf;

ISt;

LL;

UAv.



	DARCY. Bilbert (20)
	Comdt (54)
	Abn
	194 Abn R

Bn
	Hnf;

SHV;

OM

(1);

LAp.



	DASHER, Richard T. (02)
	Gen of Div (53)
	Arty.
	CG, 50 Arty Div.
	IArt; * IKÀ;

LAM;

IRM.

*



	DATES. John (17)

1

Madhao

DAUUATRAM,
	Comdt.

Col
	Air

Arty.
	91 Bmr Regt

Dep Comdr, 821
	ASM.

IArt; SM; OM.



	Chándulal (07).

i
	
	
	L AA Brig.
	Hnf; ISt.



	DECARIUS,, Decius.L

DECIMUS, Roland.i
	Col

Adm of Fleet.
	Rifle.

Nav
	90 R Regt

Chief, AKMf
	LAMf; ISG.



	DECLERC, Antoinp (03)
	Col (47)
	GSC.
	CofS, 11 R Div
	70 Inf Regt (45-49);

IHBR;

Hnf;

ISG;

UAr.



	DEHIO, Dominico (00)
	Gen of Brig (49)
	Arty.
	Asst Comdr

for

Arty, 5 R Div.
	52 Arty Regt (45-49);

SM (1); IArt; IKA;

LAM.



	DELANO, Pil^r (09)
	Col_
	Rifle.
	Instr, LAp
	Inf Regt

(46-49);

17

SHV; SM (1); Hnf;

UAr.



	DELDRITE, Senno.;
	Col (54)
	Tk
	104 M Tk Regt.,
	ISt; ISG; SHV (2).



	DELGAD, Salvador (11)
	Col (49)
	Arty
	304 Fus M AT

Regt.
	Hnf; IArt.



	DEMPSY, Theodor© (15)
	Col (53)
	Air.,
	Grd

Atk

152

Regt.
	LAv.

.,















	468.

of

Roster
	Aggressor
	—

Officers
	Continued

Present
	



	Name and D/B

DERORELL, Gardiner (97)
	Rank and D/R

Gen of Brig (49).
	Branch

Arty.
	assignment

CO, 146 M How
	Remarks

Arty

(45-

Regt

145



	DESLYS, Jules (99).
	Gen of Air Corps.
	Air.
	Brig.

II

Bmr

CG,

Corps.
	49)

IArt.

LDS; - OM(l);

LAv;

IHBR;

ISt;

UAv;



	DESPARADO, Felix (95)

DEVA, Medhi
	Gen of Div (50).

Maj.
	Cav

Arty
	CG, 38 Mecz Div,

15 Fus L AT Bn.
	SIAr.

,

-

IKav; ISt.

lArt.



	DIAZ, Ansel

DIAZ, Pierre (23)

DIENA, Dean (06)
	Comdt (52)

Maj (54)

Col (48)
	Tank.

Sig

Ride.
	Ln O. LAMf

105 Sig Bn

199 R Regt
	90 M Tk Bn (50-52);

SHV; ISt.

IS.

Uni; RV; SM.



	DIETRICH, Rudy (13)

DIEZ, Umberto
	Comdt (47) _

Gen of Brig (53).
	Abn

GSC.
	21 Abn R Bn.

Fifteenth

CofS,
	LAp; Hilf; SHV; OM;

SM(2).

,

R

Div (49-

CofS.

6



	DIMITRESCU, Petru (07).
	Col (46).
	GSC
	Mees Army.

CofS, u/i

Mees

Div.
	.51); OM; SM; Ilnf;

ISO;

UAr;

IHBR.

8 Mecz R

Regt (49-

50)



	DINKAS, Jacob (09)
	Col (50).
	Tank.
	664 Hv Tk & SP

Gun Regt.
	IHBR.

ISt; ISG.



	DISRAELI, Luis (08)

DITINGSHOVEN, Alfred«)?)
	Col (49) _

Col (51)
	Arty

Rifle.
	113 L Gun Regt.

Chief, PW Office,
	20 AT.Regt (46-51);

SHV; SM(1); lArt;

ISG.

Ilnf; LL; Lint.



	DIVAL, Lewis (95)
	Gen of Div (47)
	GSC.
	AKTa.

Twelfth

CofS,

Mecz Army.
	Eighth • Army

CofS,

(46-51);

OM(I);



	DOHREN, Julius (97).
	Gen ofCorps (50)
	Rifle.
	CG, XIR

Corps.
	IKav;

ISG;

SIAr;

IHBR.

OrGTA(46);

CG.

21

Mecz Div (47-49);



	DOMINIQUE, Santo (99)
	Gen of Div (47).
	Rifle.
	CG, 58 R Div
	LDS;

OM;

SIAr:

Ilnf.

ISG;

CG, 21 Mecz Div (46-



	DONALDS, Tracey (16).

DONARO, Miguel
	Maj (54)

Comdt (51)
	Sig

Rifle.
	106 Sig Bn

120 Fus L Gun
	ISt;

OM(l);

47);

UAr.

IS.

114 Svc Bn

(48-61);



	DONAT, Mike (14).
	Col (48).
	Ord.
	Regt.

Asst

Cmdr

for

Svcs, 21 Arty
	Hn; Ilnf.

lArt; Hn.



	DONDRO, Ano (18)

DONOSO, Luis (09)
	Comdt (51)
	Arty
	Div.

5 Hv Mort Bn
	Svc Bn

(46-51);

121

lArt.

43



	DORMBERGER, Paul (86)
	Col (51)

Marshal (45)
	Rifle

Army
	14 Fus R Regt

Chief, AKTa.—.
	R

Regt

(49-51);

Ilnf;

ISG.

CG, OrGTA (46-49);

LDS

(2);

OM - (3) ;



	DORNANO, Carlos (04)
	Col (47)
	GSC
	Dep Comdr,

32 AA Div.
	IKav;

SM;

ISG;

SIAr; IHBR.

CofS, 9 Abn Div (45-

51); OM;

(1);

SM



	DORREZ, Roberto
	Col.
	GSC
	CofS, 5 R Div.
	Ilnf;

IHBR;

ISG;

UAr.

R

Regt

(49-51);

S



	
	
	
	
	SHV (1); SM; Ilnf;

UAr; IHBR.















	Name and D/B
	Rank and D/R
	Branch
	Present

assignment
	Remarks




	DOUADY, Francois (07)
	Gen of Brig (52).
	GSC.
	CofS, IX Corps.
	105 Inf Regt (45-49);

OM; SM (1); Hnf;



	DOUCET, D. J. (03)
	Col (54)
	Rifle.
	Instr, Ilnf.
	ISO; IHBR.

456 Inf Regt (47-49) ;



	DOULET. Andre
	Col
	GSC.
	Comdr

Asst

for

90

Svcs,

AA
	IInf.

97 Arty Regt (47-49);

lArt; ISG; IHBR.



	DREYFUS, Norman W. (99).
	Gen of Brig (47).
	Arty .
	Div.

CG, 147 M Gun
	RV; SHV; lArt; IKA.



	DRISLER, Jack T. (13)
	Comdt (49)
	Abn
	Brig.

51 Abn R Bn
	Ilnf;

SM;

OM

(1);



	DUERTO, Pedro (27)
	Maj (54).
	Sig
	333 Sig Bn
	LAp.

OM (1); RV; IS.



	DULBEAU, Maurice (04)
	Col (46).:
	Rifle.
	441 R Regt.
	SHV;

OM;

SM

(1);

Ilnf.



	DUMBLETON, Gladwynne

DUPAN, Morris
	Comdt

Maj
	Arty.

Sig
	7 Hv Mort Bn

331 Fus Sig Bn
	lArt.

IS.



	DUPERRET, Claude (00)

-
	Gen of Brig (47)
	Arty.
	Asst

Comdr

for

Fus

Arty,

31

R Div.
	UAr; IArt; IKA.



	DUPHAN, Charles
	Col
	Tank
	Fus

M

Tk

160

Regt.
	ISt.



	DUVAL, Francis (18)
	Comdt (54).
	Intend.
	Asst

Comdr

for

Svcs,

39

Abn

Brig.
	Ilnf; Iln; OM; SM.



	DUVERNEY, Joseph (24)
	Maj (54)
	Engr
	113 Engr Bn
	ling.



	EBELING, Walter.
	Col
	Tank
	U

AT

R

O.

Corps.
	OM; ISt; lArt



	EBNER, Viktor (18)
	Maj (51)
	Cav
	Cav

312

Recon

Sq.
	IKav.



	ECHERAC, Raymond
	Col
	Arty
	32 M How Regt.
	OM;

SM

(1);

UAr;

lArt.



	ECKSTEIN, John (95)
	Gen of Div (49).
	Cav
	CG, 40 Tk Div
	OrGTA (46-47); OM;

IKAv;

SM;

ISG;

ISt; UAr.



	ECOSSE, Ernesto (07)
	Col (45).
	Arty.
	811 L AA Brig
	Regt

How

(49-

157

51); SM (2); lArt;

IKA.



	EGOE, Enrico

EINAUD, Francis (06)
	Col (52) .

Col (49) .
	Arty.

GSC.
	105 M How Regt.

Fus

8

R

CofS,

Div.
	lArt. '

16 AA Regt (46-49);

IKA;

SM;

OM;

ISG; IHBR.



	EISENSTADT, Adolph

EKDAHL, Richard (02)
	Col (48).

Corps

Gen

of

(54).
	Rifle.

Rifle .
	174 R Regt

CG.

V

Abn

Corps.
	Ilnf; UAr.

CG, 24 Abn Div (48-

49);

CG,

Abn

19

Brig (46-47); SHV;

Ilnf;

SM;

OM;

HO; LAp.



	ELFVING, Lie! (10)

ELLACHEFF, Evaristo
	Comdt (50) _

Col (47)
	Arty

Tank.
	350 L AA Regt.

Instr, ISt
	IKA; IA rt.

Tk

Regt

(47-49);

6

ISt.



	EMANUAD, Arthur (99)
	of

Corps

Gen

(51).
	Tank.
	CG, IV R Corps.
	CG, 6 R Div (49-51);

CG, SHV; OM (1);

LDS; SM (3); UAr;

ISG; ISt.



	ENGLEHARDT, Moritz (01) -

ENSEN, Skipper
	Col (46).

Comdt
	GSC.

Med.
	Staff O, AKTa.

15 Abn MT Bn.
	UAr; Ilnf; ISG.

SM; IMe; Iln;

LAp;

IHBr.















	
	
	
	Present
	




	Name and D/B
	Rank and D/R
	Branch
	assignment
	Remarks



	ERDHOFF, Otto (20).
	Capt (49).
	Rifle.
	Hq

Hq

CO,

&

Trps,

R

39

Div.
	lin;

Ilnf.



	ERGO, Salvador (08).
	Comdt (45).
	Arty.
	21 L AA Bn
	22 AA Regt (45-51);

SM; IKA; lArt.



	EROOS, Juan (25)

ERHARD, Wolfgang (97).
	Maj (54)

Gen of Div (50)
	Engr.

Arty.
	196 Engr Bn.

Comdr

Asst

for

Arty,

R

V
	Hng.

II

R

Arty

Corps

O,

(45-51); lArt; IKA;



	ESCALIER, Jose (12)

ESPINDOLA, Toledo (09)
	Col (51)

Gen of Brig (52).
	GSC

GSC.
	Corps.

CofS, 32 R Div

XIX

R

CofS,

Corps.
	LAM; ISG; IHBR.

Ilnf; ISG.

Arty

CofS,

Div

20

(46-49);

OM

(1);

Ilnf;

lArt;

ISG;

IHBR.



	ESPINOSA, Jack (13).
	Col (49)
	Rifle.
	96 R Regt
	LHV; SHV (1); Ilnf;

UAr.



	ESQUAL, John (17)
	Comdt (49) _
	Abn
	125 Abu R Bn.
	SOH,

RV;

SHV

(1);

Ilnf; LAp.



	ESSER (10).

EVERDING, Henry (94).
	Maj (50)

Gen

of

Corps

(48).
	Sig

Tank.
	166 Sig Bn

CG, XXVIII R

Corps.
	IS.

Armd

CG,

DîT

42

LD3

(46-47) ;

(1);

SIAr; ISt; Ilnf.



	EWING, Carlos (01).
	Corps

Gen

of

(47).
	GSC.
	Chief, Economic

Warfare

AKTa.
	CG, IV R Corps (49-

51);

CG,

Abn

1

Corps (45-49) LOS;

SIAr;

ISO;

OM;

Un; IHBR.



	EZIKIEL, Ephriam W

EZZIAN1, Gino (22)
	Maj

Comdt (53).
	Sig

Cav.
	305 Sig Bn

119 Mtrcl Bn.
	IS; ISt.

Co

(46-

Rccon

119

49); IKav.



	FABIAN, Royall (16)
	Col (54).
	Arty.
	M

Mort

430

Regt.
	lArt.



	FABIE, Louis (06)
	Gen of Air Army.
	Air
	CG, Seventh Air

Army.
	LDS;

OM;

SIAr;

UAv; LAv,



	FALKEN, Lothar (05)
	Col (48)
	GSC.
	CofS. 37 Tk Div.
	OM;

IHBR;

ISO;

UAr.



	FALKENSTEIN, Ernest (97)
	Gen of Div (50) _
	Rifle.
	CG, 29 R Div
	Chief, PW Office (47-

49'»; OM (I); lint;

Ilnf.



	FALLET, Leslie
	Col (47)
	Tank.
	5 M Tk Regt
	ISt.



	FANCELLO, Jules (08)

FAQUEST, Frederick (14).
	Comdt (49)

Gen of Air Corps
	Rifle

Air
	42 R Regt

Dep Cmdr, Sev
	Ilnf; lin;

RV; SM (2).

OM (1); LAv; IHBR.



	FARNESE, Max (15).
	Col (52)
	Rifle
	enth AirArmy.

326 Mtz R Regt.
	TInf;

ISt;

RV;

OM;



	FAROCHON, Eugene (00).
	Gen of Div (51).
	Arty—
	CO, 86 R Div
	SM (1).

Arty

CG,

Brig

186

(47-51); IKA; Ilnf.



	FÀRRUCHI, Tito
	Marshal (0/53).
	Police

(Civ).
	Chief of National

Police.
	Representative of the

people in the Trin

ity IPM; IHBR.



	FATION, Ramon (91)
	Col ,(45)
	GSC
	First

Hq,'

R

Army.
	IlAr; ISG.



	FEBLES, Abraham (14).
	Col (54).
	Arty
	M

Mort

435

Regt.
	IArt; OM.



	FEEHAN, Peadar
	Maj
	Arty.
	17 L AA Bn
	IKA.



	FEIN, Samuel Irving (07)
	Comdt.
	Arty.
	Fus

L

319

AA

Regt.
	lArt; IKA; IA.



	FÉIND, Peter (06).
	Col (52).
	Air.
	Grd

Atk

147

Regt.
	LAv.















	468.

of

Roster

Name and D/B
	Aggressor

Rank and D/R
	—

Officers

Branch
	Continued

Present

assignment
	Remarks



	FELDEN, Max'.
	Col.
	Air GSC.
	Abn

CofS,

56

Div.
	ISG; IHBR; UAr.



	FELIZMAN, Herman

FELL, Alfred R. (98)
	Col.

Gen

Corps

of
	Intend

Rifle
	Fin O, XXX R

Corps.

XIX

R

CG,
	Hnf; Un.

Ilnf; SIAr.



	FERNANDEZ, Terra (94).
	(45).

Gen of Brig
	Arty
	Corps.

Dep Comdr,

96

R Div.
	Arty

CG,

104

Brig

(46-49);

OM;

SM

lArt;

(1);

IKA;



	FERRIERE, Bernard (20)

FIDAO, Mitchel (28)
	Maj

Maj (51).
	Cav

Arty
	335 Mtrcl Bn

3 Obsn Bn
	LAM.

ISt.

lArt; OM (1).



	FIDDLER, March—

FIGUEROA, Mora
	Comdt

Col
	Arty

GSC
	70 L AT Bn

Cordobist;

whereabouts
	IArt.

Arty

Div

CofS,

25

(46-49); IArt; ISG.



	FILIPOVICH, Dimitro (06).

FILOMENO, Santos (05)
	Col

Col (47).
	Tank

Arty
	unknown,

u/i

Hv Tk A SP

Gun Regt.

Fus M

AT

301
	IArt; ISt.

IArt; RV; SHV.



	FIROUZ, Regulo
	Col
	Arty
	Regt.

837 L AA Brig
	Arty

Regt

(46-

488

49); OM; SM

(1);



	FISCHER, Martin (95).
	Gen of Div (46)
	GSC.
	Fifth

R

CofS,

Army.
	IArt.

Forces

Chief,

Armed

Opns Office (46-49) ;

Ilnf

(1)

OM

;

;



	FISCO, Louis (09).
	Comdt (50).
	Arty.
	3 M How Regt
	IHBR; ISG.

Arty

Bn

Comdr,

3

Regt (48-49); IArt.



	FISTIC, Ivan (01).

FITA, Juan (16)
	Gen of Air Corps

(52).

Comdt (51)
	Air

Cav
	X Ftr Corps

73 M How Regt.
	LAv;

SHV;

UAv;

OM.

Recon

Bn

(49-
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	FITSCHEV, Pitirim (19)

FLANDRIN, Dominio (00)
	Capt

Gen of Brig (49) _
	Sig

GSC.
	440 Sig Co.

A d m, i n
	51); SHV (1); SM;

IKav; IArt.

IS; SM.

Pers O,

Third

Army



	FLENKIN, Tasco (15)
	Comdt (52)
	Rifle.
	OrGTA.

103 R Regt
	(45-48); OM; IGA;

ISG.

Ilnf; Un.



	FLETCHER, Archey C. (03).

FLIEGERJAEGER, Kurt

FLOQUET, Robert (00)
	Gen of Div (52)

Comdt

Gen of Div (51).
	Rifle.

Arty.

Rifle.
	CG, 59 R Div

127 L AA Bn

Fus

R

CG,

31
	Ilnf; IArt; SIAr; RV;

SHV (1).

IKA.

CofS, 31 R Div (49-



	
	
	
	Div.
	Ilnf;

60);

UAr;

ISG;

SIAr;

SHV

(1); OM.



	FLORSHEIMER, Gleb F

FOGOZAR, Donald

FORQUEVAUX, Romain.
	Capt (54).

Col (46)

Comdt (50)
	Engr.

Arty_

Rifle
	443 Engr Co

413 M Gun Regt.

440 Fus R Regt
	Hng.

Regt

Arty

413

(46—

48) ; lArt; IKA.

(49-60);

Svo Bn

131



	FORSTER, Paul (95)
	Gen of Div (48).
	GSC
	CofS, Seventh R

Army.
	Hn; Ilnf.

Asst Comdt, Ilnf

(46-

IHBR;

47);

OM;



	FORT, Isaao

FORTOLIS, Osuana
	Maj (49).

Col (47)
	Cav

Tank.
	343 Mtrcl Bn

92 M Tk Regt
	ISG; SIAr.

ISt; IKav.

UAr;

RV;

SHV

(2);

ISt.



	FOSSA, Eduardo (13).
	Col (50).
	GSC.
	28

Abn

CofS,

Div.
	125 Prcht Inf Bn (47-

49)

ISG; IHBR.















	Name and D/B
	Kank and D/R
	Branch
	Present

assignment
	Remarks




	FRANCO, George A. (10)
	Gen of Air Dív
	Air.
	CG, 7 Bmr Div
	ASV; ASM

(1) LAv;



	FRANCOIS, Eugen (07)

FRANTZ, Curtis V. (26)
	(62).

Col (51)

Capt (50)
	Riñe.

Rifle.
	49 R Regt

Hq

Hq

CO.

&

Trps, 73 Mtn

Div.
	UAv.

Hnf; OM.

Ilnf.



	FRASHERI, Abbas (13)
	Col (52H
	Tank
	7 Fus Hv Tk &

SP Gun Regt.
	ISt; SIAr.



	FREDERIC, Francis (08)
	Col (47) _
	GSC
	CofS, 36 R Div
	OM;

SM

(1);

UAr;

Un; ISG.



	FREESE, GUbert A. (96)
	Corps

Gen

of

(50).
	Rifle.
	XXII

R

CG,

Corps.
	Hng;

SIAr;

OM;

LAM; IKav.



	FRENSSEN, Justus (14)
	Col (54)
	GSC
	CofS, 39 R Div
	Hnf; ISG; IHBr.



	FRESSNER, John (10)

FREYTAG, Stefan (01)
	Col (49)

Col (47)
	Rifle.

Cml
	213 R Regt

Cml 0,

XXV R

Corps.
	Ilnf.

OM; IHBR; ISG.



	FRIDEL, Karl*.
	Comdt (48)
	Cav
	478 Hv How Bn_
	21 Cav Rcgt (49-51);

IKav; Ilnf.



	FROCARD; Etienne (96)
	Gen of Div (49)
	Arty.
	CG, 53 Arty Div.
	Arty

CG,

120

Brig

(46-49) ; LDS; SHV;

(1); RV; IArt;

SM

IKA; LAM.

,



	FRONTER, Miller (98)
	Gen of Brig (49).
	Arty.
	CG, 142 M How

Brig.
	Arty, Regt

(46-

423

49);

OM; SM

(1);

IArt; LAM.



	FRYSSEN, Kurt (85).
	
	(Civ).
	
	Foremost

Aggressor

Industrialist

and

Financier.



	FUEGO, Juan (28).
	Maj (52).
	Rig
	151 Sig Bn
	IS.



	FUJII, Hisao (08)
	Col (50)
	Arty.
	Cmdr

for

Aast

Svcs, 31 Arty

Div.
	IArt; IAM.



	FUNKE, Eric (89)
	Marshal (50).
	Army
	Chief, AKAr
	LDS

(3);

OM

(4);

IKav; ISG; IHBR;

SIAr; UAr.



	FURST-GRONAU, Stefan.
	Col (48)
	Tank.
	Cordobist,

Dis

appeared mid

53.
	234 SP Arty Regt (48-

49); IArt; ISt.



	FUSELM, Beni (10).
	Comdt (46).
	GSC.
	Eighth

Staff

O,

R Army.
	ISG; UAr; IHBR.



	GABOILIE, Jean (11).

GAL, Matvas (15)
	Col (51).

Maj
	Rifle.

Sig
	316 R Regt
	RV; SHV; Hnf; Iln.

IS.

,



	GALBATT, Marche
	Col (49).
	Arty.
	Hv

How

416

Regt
	IArt;

UAr;

ASM;

IKA.



	GALLAN, Robert (98)
	Gen

of Brig (50)
	Rifle
	CG, 7 Mecz Div.
	Hnf; SIAr.



	GALT, Ulysses S. (08).

GARCIA, Louis
	Comdt (50).

Comdt
	Air

Air
	68 Grd Atk Regt.

8 Ftr

Regt
	LAv.

LAv; ASM.



	GARCIA, Toefilo (10).
	Comdt (47).
	Arty.
	1042 M AA Bn
	67 AT Regt (47-49);

SM; ISt; IArt.



	GARCIT, Sol (04)
	Gen of Brig (49).
	Arty.
	CG, 241Hv How

Brig.
	Arty

Regt

(46-

420

(1); IArt;

49); SM

LAM.



	GARDNER, William (16)
	Col (52)
	Rifle.
	III

R

AT

O,

Corps.
	Ilnf;

OM

SHV;

(1)

IArt.



	GARRIDOS, Pedro
	Col (45)
	GSC_
	832 M AA Brig
	Fus,

Mecz

CofS,

19

(49-51);

Div

OM;

fSM

(1); RV: ISG;

flHBR; IKA.



	.GARRS, Ruben (25).
	Maj (54).
	Sig
	304 Fus Sig Bn
	IS; RV; OM (1).















	Name and D/B
	Rank and D/R
	Branch
	Present

assignment
	Remarks




	GARZA, Eugenio de la
	Col
	GSC
	CofS, 33 Tk Div.
	OM; SM; IKav; ISO;



	GARZA, Trinidad
	Col (48).
	Arty.
	Hv

Mort

424

Brig.
	UAr; IIIBR.

lArt; UAr.



	GAULON, August (08)
	Col (50).
	Rifle.
	38 R Regt
	(I);

RV;

SHV

OM;

Hnf.



	GECCL, Louis

GELDER, Walter
	Col

Col (48)
	Tank.

Air
	127 M Tk Regt

160 Bmr Regt
	ISt.

LAv; UAv.



	GELICH, Agostino (99)
	Gen of Brig (46)
	Arty
	Dep Cmdr, 51 R

Div.
	Mort

CG,

208

Brig

(46-49); SHV; RV;

LAM; IArt.



	GELOSO, Leon (96)
	Gen of Div (46).
	RiBe.
	CG, IS Fus Mtn

Div.
	R

Div

(49-

CG,

35

51); LDS; OM (1);

SM (1); Hnf; ISG.



	GEOFFROY, Anatole (98)
	Gen of Div (47)
	GSC.
	Ninth

R

CofS,

Army.
	CG, 52 Inf Div (47-

49); OM; Hnf; ISG;

IHBR.



	GERBONI, Salvador (15)
	Comdt (54)
	Cav.
	Cmdr

Asst

for

Svcs,

46

AA

Div.
	Bn

Recon

(49-

105

SHV;

51);

LHV;

IKav;

SM

(1);

RV (3); IKA.



	GERMIEDEX, Gilbert

GERMINO, Marcial
	Maj (49)

Gen of Div (45)
	Cav

Rifle.
	u/i Mtrcl Bn

Cordofoist;Liqui

dated (8/53).
	IKav; ISt.

R

Div

(49-

CG,

12

LDS;

SHV;

51);

(2); RV; Hnf;

SM

ISG.



	GERONIMO, Juan (08)
	Col (51).
	Arty.
	Fus

Gun

L

22

Regt.
	IArt; IKA.



	GEYER. William

GIGIOLI, Santo (09)
	Comdt (50).

Col (52)
	Abn

Sig
	24 Abn R Bn

Mtn

X

Sig

O,

Corps.
	Hnf; RV; SHV; LAp.

IS; SM; IHBR.



	GILDON, Leonard (10).

GILLESON, Pierre (98)
	Col (51).

Gen

of

Corps

(48).
	Rifle.

Rifle
	2 R Regt

XXVII

R

CG;

Corps.
	Hnf; LAp.

SIAr;

(1);

ISG;

OM

Hnf.



	GILLHOF, Albert

GIORDANO, Antonio
	Col (49).

Col (45).
	Rifle.

Rifle.
	51 R Regt

Cordobist;

Whereabouts

Unknown.
	ISG; Hnf.

67 Inf Regt

(45-49);

SHV; SM (1); RV;

Hnf.



	GIRARD, Alexias

GITTNER, Werner (99)
	Maj (46)

Gen of Brig (50).
	TC

GSC
	862 MT Bn

Engr O, XXII R

Corps.
	SM; IT.

AT O, XXII R Corps

(47-49); ISG; Hnf;

IHBR.



	GIULIANO, Cesare (01)
	Gen of Brig (46).
	GSC
	StaffO, Eighth R

Army.
	IHBR; UAr; ISG.



	GODOY, Ramon (90)
	Gen

of

Corps

(46).
	GSC
	Staff O, AKAr
	XXVI

R Corps

CG,

(46-51); LDS; OM

(1);

SM

(2);

ISG;

SIAr; IHBR.



	GOLA, Umberto (05).
	Col (45).
	Rifle.
	16 Fu»R Regt
	R

Regt

(49-51);

6

LDS;

SHV;

OM;

RV (1); Hnf.



	GOLIAD, Heiu (18)

GOMEZ. Paul (05)
	Col (49)

Gen of Div (50).
	Arty.

Rifle.
	803 LAA Brig

CG, 7 R Div
	SM; lArt; IKA.

CG, 27 Abn Brig (47-

49); OM; SM; Hnf.



	

GOMEZ, Raul (04)
	Col (47)
	Intend
	Asst

Cmdr

for

Svcs, 2 R Div.
	IA; Iln.



	GONERGUY, George B. (00).
	Corps

Gen

of

(49).
	Tank
	Twentieth

CG,

Mech Army.
	Armed

Div

CG,

40

(46-47); LDS;SHV;

(1);

SM

(2);

OM

ISt;

SIAr;

ISG;

IKav.
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	Name and D/B

GONG, Louis (17)
	Bank1 and D/R

Comdt (47) _
	Med.
	20 Abn Med Bn.
	IMe;

OM;

LAp;

IHBR.



	GONZALEZ. Elmo (08).

GONZALEZ, Mario (07).
	Gen of Air Div

(48),

Col (49)
	Air

Rifle.
	CG, 36 Grd Atk

Div.

R

Mecs

230
	CG, 63 Grd Atk Div

(48-49); ASV ; OM

(1)

UAv.

RV; SHV: ÏSt.

Hnf;



	GONZALEZ, Santo

GORDON, Steve.
	Comdt (48) _

Col
	Arty.

Tank.
	Regt.

M

How

196

Regt.

u/i Tk Regt
	lArt.

ISt.



	GORMAZ, Salvador (96)

GRABENHORST,

Joachim
	Gen of Brig.

Gen of Div (49).
	Arty

GSC
	Cmdr

for

Asst

Arty, 2 R Div.

CG. 39 R Div
	Arty

Regt

(45-

128

49); SM (1); UAr;

lArt;

LAM.

Hnf; ISG; IHBR.



	(02).

GRAF, Turgen (00)

GRANIF, Sontag (07):
	Gen of Div (46)

Gen of Brig (49).
	GSC.

Arty.
	Fourth

Opns O,

R Army.

CG, 140 M Gun

Brig.
	OM (1);SM (l);IKav;

ISG; IHBR.

Arty

Regt

(46-

418

LAM:

49):

SM;



	GRANPIERRE, Louis (09).

GRASSI, Madoni (05)
	Col (51)

Comdt (47) _
	GSC.

Rifle.
	CofS, 64 R Div

XII

R

Ln

O,

Corps.
	lArt.

Hnf; Un; ISG.

Hnf; UAr.



	GREGORY, Paul Victor (20).

GRENIER, Roger
	Col (54)

Comdt (48).
	Tank.

Abn
	M

Tk

Fus

114

Regt.

53 Abn R Bn
	IKav; ISt; ISG.

OM

RV;

SHV;

(2);

Hnf; LAp.



	GRISOU, Rene

GROSS, Victor de (93)
	Col (47)

Corps

Gen

of

(50).
	GSC

GSC
	CofS, 43 Tk Div.

CofS, OrGTA.
	ISt;

Hn;

SM

(2);

LDS; ISG; IHBR.

CG, 69 Mts Div (46-

49); SHV; LDS (1);

Lint;

OM

(1);



	GROTEWOHL, William (08).
	Gen of Air Div

(50).
	Air.
	CG, 36 Ftr Div
	IHBR;

ISt;

ISG;

UAt.

LAv;

UAv;

ASV:

ASM; RV (2).



	GROTHMAN, Leonard.

GRUNWALD, Curtis

GUHR, Gustav (18).
	Col (48)

Col (53)

Maj (51).
	Air.

Air.

TC.
	62 Bmr Regt

Grd

Atk

271

Regt.

314 Horse Trans
	LAv; ASV; ASM.

LAv; ASM.

IT;

IKav; Un; OM.



	GUIDICE Angelo

:

GULIUS, Pieter (11)

GUTÉNBERGER, Bennet
	Col (43)

Col (51)

Col (52)
	Arty.

Rifle

Arty
	Sq.

M

How

217

. Regt.

20 R Regt.

53 L Gun Regt
	lArt.

Ilnf;

Un.

SM (1); ASM; lArt.



	GUTHRIE, Robert (18)

GUTMANN, Rudolf (01)
	Maj (51)

Gen of Div (49)
	Cav

Tank.
	142 Mtrcl Bn

CG, 6 Mecs Div.
	IKav;

Un;

OM.

Chief,

Armd

Troops

OM;

ISt;

(46-48);

ISG; IHBR.



	GUTTZ, Joe

HABACHI, Yama (98).
	Comdt (50)

Gen of Div (53)
	Tank.

Rifle
	81 M Tk Regt

CG,

Fus

R

14

Div.
	ISt; SM.

CofS, 4 Tnf Div (47-

Hnf;

ISO;

49);

SIAr.



	HAGINI, Pietro
	Col (45).
	GSC.
	CofS, 9 Abn Div.
	R

Regt

(49-

Fus

16

51) ; LHV; SHV (1) ;

OM;

SM

(1);

RV

(2)



	
	
	
	
	ISG; IHBR.



	
	
	
	
	217
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	HAIMOU, Tojo (94).
	Gen

Corps.

(48).
	
	CG, V R Corps
	Third

CofS,

Army

(46-47); LDS; OM

SM (2) ; LAM ; IArt

IKA;

Hnf;

ISG



	HAJHK, Rchor

HALARDON, Rene.
	Maj

Col (50).
	Engr.

GSC.

Arty_
	131 Fus Engr Bu.

Mete

CofS,

6

Div.
	IHBR.

lïng.

ISt; ISG; UAr; IHBR.



	HALEVY, Pedro.

HALL, Jerome
	Comdt (45).

Comdt (60)
	Air
	6 L AT Bn

78Grd AtkRegt.
	Gun- Regt

(49-

113

51);

OM;

SM

(1)

IArt.

IAV.



	HALVERSON, Helmut (11)

HANESSE, Rolf
	Comdt (52)

Gen of Div (45)
	Arty.

Rifle.
	u/i AA Bn

CG, 21 R Div
	IKA; IArt; IHBR.

CG, 21 Mtz Div (46-

49);-LDS (1); SHV

(1)



	HANOTEAÜ, Henri (18)

HANOTAUX, Paul (08)
	Maj (50).

Col (49)
	Cav

Rifle .
	159 Mtrçl Bn

439 Fus R Regt
	(2)

Hnf.

'

IKay; RV; LAp

r

Hnf;

SHV;

SM

(2);

RV; SOH.



	HANSEN, Earl.
	Col (47).
	Rifle.

Rifle
	380 Fus.Mecs R

Regt.
	380 Inf Regt (47T4P);

SHV; SM (1);.RV;

Hnf; ISt.

R

I

Regt

(49-751);



	HANTO,.Robert (00)

HARADA, Shiki (02)

HARARI, Herman (07).
	Col (45).

Gen of Brig (50)-
	Rifle

Arty_
	25 R Regt

Cmdr,

Dep

18

Fus Mtn Div.

1425 L AA Bn
	SHV (lj;SM;

Hnf.

IMM.

AT

Regt

(45-51);

6



	HARDRICOURT, Napoleon

(99).
	Comdt (45) —

Corps

Gen

of

(47).
	GSC.
	Comdt, Lint
	SHV; OM; SM (1);

IArt.

XXIV

CG.

Corps

(47-49);

LDS

(1);



	
	
	
	
	SHV;

OM

(1);

IHBR;

SM

(2);

Lint;

LL; - ISG;

SIAr.



	HARGIS, Loren T. (21)

HARGREAVES, Robert (00).
	Col (64)

Gen of Brig (54)
	Air

Abn.
	Grd

Atk

291

Regt.

29 Abn Brig
	LAy; ISG

188 Prcht Inf Bn (46-

49);

LHV;

SHV



	HARRACA, Herman (03)
	Gen of Div (51)
	Arty .
	R

Fus

CG,

10
	(1); SM

(2);

OM

RV (1); Uni;. ISG

LAp Br Mil Schools

30 Arty Brig (46-51)



	HAR8COVET, Maneul (03)
	Col (46).
	GSC.
	Div,

CofS, 10 Fus R

Div.
	OM; SM (1); Hnf

UAr; IHBR.

31 Inf Regt (45-49);

SHV (1); OM; SM



	HARTWIG, Karl (13).

HARVIER, Louis
	Comdt (51)

Gen of Brig (45)
	Arty _

Arty.
	Bn

26 M Rkt

Dep Cmdr, 8 Fus
	Hnf;

(1);

ISG;

IHBR.

IArt; OM; SM (1).

CG, 21 Arty.Brig (AS



	HATIN, Robert (00).
	Gen of Brig (51).
	Rifle.
	R Div.

CG, 34 R Div
	SI);

IArt;

ISG;

UAr; IHBR.

CofS, 34 R Div (49r

Hnf;

51);

UAr;



	HATTIN, Elbertin
	Gen of Air Corps
	Air.
	Cmdr,

D e p

Eighth

Air

Army.
	ISG; IHBR.

CofS, 34 R Div (49-

Hnf;

51);

UAr;

ISO; IHBR.
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	HAUSER, John (08)

HAUSER, Wilhelm (97).
	Col (49)

Gen of Brig (49) _
	Tank.

Cml
	39 M Tk Regt

Cml O, OkGTA
	ISt; OM; SM (2)

Staff O. OkGTA (45-

SM;

49);

UAr;



	HEATHE,

Albemarle F.

C.

(96).

HEINECIU8, Ramon (91)
	Army

Gen

of

(63).

Corps

Gen

of
	Rifle.

GSC.
	R

Seventh

CG,

Army.

CofB, OkGTA
	IHBR; ISG.

Ilnf; ISt; SIAr; UAr.

CG, VI R Corps (46-



	HEINMAN, Curtiss.(11)
	(48).

Gen of Air Army
	Air
	CG, Fourth Air

Army.
	49); SOH; LDS (1);

SHV; OM; SM (2);

RV (1 ) ; I8G': IHBR.

Staff O, AKAr; .(47-

49) ; OM (1); LAv.



	1

HELIER, J.oseph (99)

HELO, Billie (03)
	' (53). '

Gen of Div (49)

Col (40).
	Rifle _

G8C
	CG, 22 R Div

CofS, 14,Fus R

Div.
	(46-

Tng O. OrGTA

49); OM; UAr; Ilnf.

Inf Regt (45 49);

81

SHV (i);

OM; SM



	HEMSALECH, Pieter (04).
	Gen of Brig (50)
	Rifle
	Dep Cmdr, 6 R

Div.
	Ilnf;

(2);

RV;

IHBR.

CofS, 58 Mts Div (46-

49); SM; UÀr.



	HENROIN, Alfredól

HENZLER, WilUam (09)
	1

Comdt

Col (49)
	Rifle _

Rifle.
	Asst

Cmdr

for

Svcs, _ 2

AA

Div.

415 R Regt
	R

Regt

(49-51);

30

SHV; SM (1); Hiif.

Ilnf.



	HERBE, Fred (00)^

HERBERT, Nicbl (02)
	Geiibf Div (48)

Gen of Brig (51).
	Cav

Arty_
	CG, 14 Cav Div.

Cmdr

Asst

for

Arty, 9 R Div.
	15 Cav Regt (46-48);

OM; IKav; SIÀr.

Mort

Regt

(46-

109

(1); lArt.

51); SM



	HERCULES, Jesse (05).

HEREID, Andrew.!

'
	Gen of Brig (51).

Capí
	Arty.

Abn
	Asst

Cmdr

for

R

Arty,

,11

Div.

56 Abn AA MG
	Regt .(46-

Mort

114

51); OM; SM; lArt.

iKA.

;,



	HERMANN, Wilhelm (97)

HERMIA, Jose (05)_
	Gen of Army (46)

Gen of Brig (51)
	Rifle _

Aba .
	'

Co.

Tenth

R

CG,

Army.

CG, 19 Abn Brig.
	LDS(l); 0M(1) ; Ilnf;

ISG; SIAr.

'

25 Gun Regt (49-51);



	•. j



*' * * »

,

}

HERNAND,,Abraham (03).
	Geh of Brig (49).
	Arty
	ÇG, 155 M How

Brig.
	* SHjV; OM; SM(l);

'

lArt; LAp.

lArt; SM; OMd).

,



	HERNANDEZ, ^aul (04)

HERO, Enrico>

. HERROLO, John'l). (00).'.'.
	Col (49)

Coi:

Gen of Army (50)
	Rifle

Rifle

Rifle J.
	218 Fus Mees R

, Regt.

4 R Regt

Dep Cmdr

OfCiTA.
	SHV;

OM;

U8AK;

Ilnf.

Ilnf.

Iln;

IT;

Ilnf';

IPs!

IHBR; SIAr.

'



	HESS. Max (12)'

HESSE, Georg (0Ó).
	ftl(49)

Col
	Cav

GSC.
	27,Cav Regt

Staff O, NGTÁ
	IKav; RV; OM.

Staff 0,'ÖrGTA'(46-

OM(l);

49);

ISG;

,, IHBR.,,'



	HEULIANT, Herman (08)1

HEVISY, Victor (91)*:!.*'

HILDEBRAND. Carl B
	Comdt (45)

Gen of Corps (49)

Gen of Corpa (52)
	Rifle.

Tank.

Abn
	Hq, V R Corps

CG, VIIIRCorps

VÍII

Abn

CG.
	Ilnf.

CG. 14 Cav Div (47-

48)

CG, 22 Abn Div (47-



	HÎPPEÀU,'¿eon (00)

!_

HIPPÓL, Emil J

(17)î.
	Col (49)

Comdt (52).
	GSC.

tlifle.
	Corps.

XXIV

Opns

O,

R Corps.

121 R Regt
	49)

Intel

XXIV

R

O,

Corps (49-51); OM ;

Lint; UAr.

RV; SHV; Ilnf.



	HISANAGA, Kazuo

, I
	Maj
	Engr.
	134 Engr Bn.
	ling;

Lint.



	
	
	
	
	219















	Name and D/B
	Rank and D/R
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	HISPANO, Roberto (99)
	Gen of Corps (49)
	Tank
	XXI

R

CG.
	Div

CG.

Armd

31



	
	
	
	Corps.
	(46-49);LDS;8HV;



	
	
	
	
	OM(l);SM(2);RV;



	
	
	
	
	Ilnf;

IKav;

ISt;



	HOCHART, John (03)
	Gen of Div (53).
	Rifle _
	CG. 40 R Div
	ISG.

UAr; SIAT.



	HODRICK, Meyer
	Col
	Tank.
	Tk

Fus

M

141
	ISt; ISG.



	
	
	
	Regt.
	



	HOEÇKE] Willi (09)
	Col (49)
	Air.
	Atk

Grd

122

Regt.
	LAv. OM.



	HOFFMAN, Adolpho (95)
	Gen of Corps (46)
	Arty
	Dep Cmdr,Elev
	CG, IX R Corps (48-



	
	
	
	enth

Mees
	51); LDS; OM (1);



	
	
	
	Army (Tf).
	IArt;

IKA;

LAM;

ISG.



	'HOGÚ, Cherif (05)
	Col (45)
	Engr
	Engr O. XXI R

Corps (3/47).
	ling;

OM;

UAr.



	HOLLY, Frank.
	Col (50)
	Air.
	Grd

Atk

243

Regt.
	ASM(2);

OM;

LAv;

IHBR.



	HOMEN Ole (00)
	Col (47)
	Rifle
	462 R Regt
	SHY; 8M(1); Ilnf.



	HONKA, Totica
	Mai
	Sig
	136 Sig Bn
	IS; SM.



	HORNER, Kendrick A. (06)

;
	Comdt (52)

Col (51)
	Arty
	88 Fus L Gun Bn.

1.
	IArt; IKav.



	HOSTAS, Juan (10)
	
	Rifle
	43 R Regt
	SM(l);

LDS;

RV;

Ilnf.



	HRADECKY, Ladislav
	Comdt.
	Arty.
	91 L AT Bn
	lArt.



	HUBBARD, George (03)
	Col (47)
	Arty.
	118 M How Regt.
	Mort

Regt

(45-

103



	HUFFMAN, Max (00)
	Col (50)
	Tank.
	Ln O, XXII R
	51; SM(1); lArt.

Asst Trans O, NGTA



	HURM, Manny (96)
	Gen of Div (46).
	Tank.
	Corps.

CG. 32 Tk Div
	(49-50); ISt; IT.

OM; IKav; ISt.



	IANIELLI, Alfonso (10)
	Comdt (48)
	Rifle
	Ln O, VRCorps.
	OM; Ilnf; UAr.



	IBAN, B. Payne (03)
	Gen of Div (52) _ Arty
	
	CG, 39 Arty Div.
	IArt;

LAM;

IKA;



	IBENFISH; Gleb (05)
	Gen of Div.
	Arty
	Dep Cmdr XVI
	OM; SM(2).



	
	
	
	Arty Corps.
	



	ICHINOMIYA, Yuji
	Maj
	Sig
	123 Sig Bn
	IS.



	1ERVOLINÖ, Flores (00)
	Col (46)
	Ord.
	XXI

Ord

R

O.
	OM;IA; UAr; IHBR.



	
	
	
	Corps.
	



	IGAR, George (18).
	Maj (51)
	Cav.
	311 Mtrcl Bn
	IDS;

RV;

SM

(2);

UKav.



	IHLE, Arthur (15)

'.
	Comdt (52)
	Arty.
	819 M Rkt Regt.
	SM; lArt.



	ILB, Herbert J. (99)

ILDPNONSE, Robert (00)
	Cen of Div (50)

Col (45)
	Tank.

Rifle.
	320 Mtn R Regt.
	ISt; SIAr; IHBR.

Ilnf; UAr.



	ILLANES, Rafael (24)
	Maj (54)
	Engr.
	Engr

Fus

310
	ling;

ÓM;

SM

(2)



	
	
	
	Sqdn.
	IKav.



	IMPERËALI, Angelo (10)
	:

Col (47).
	CSC.
	CofS, 71 R Div
	Ilnf; IHBR; ISG.



	:

IMPORTO, Sextus
	Col.
	Tank.
	121 M Tk Regt
	ISt.



	INTERAGO, Fuenca

IRIZAVRY, Peter (11).
	Col (51)

Co) (49)
	Air

Arty.
	476 M How Regt
	LAv.

SM; OM; IArt.



	ISAKI, Taki (07);
	Gen of Div (47)
	Air
	CG. 18 Grd Atk
	LAv.



	
	
	
	Div.
	



	ISIS, Cecil C. (07)
	Col (50)
	Arty.
	u/i M Gun Regt.
	TArt; LAM.



	IVANDUEL, Donald P. (93).
	GcnofCorps(50).
	Rifle.
	CG. XV R Corps
	Army

CofS,

Second



	
	
	
	
	(45-49);

OM

(1);

Ilnf;

SM;

ISG;



	IZUR, Justus (1).
	Col (46)
	Tank.
	Fus

Tk

M

91
	SIAr.

ISt; OM; SHV.



	
	
	
	Regt.
	



	JACKLEIN, Earl V. (98)
	Gen of Div (50)
	Rifle.
	CG, 22MeczDiv
	l

Ilnf; Hn.



	JACOBS, Orville C. (07)
	Comdt (48)
	Engr.
	u/i Engr Bn
	ing.















	of
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	JACQUOT, Richard (24)

JAHNKES, Oswald (08)
	Maj (54).

Col (50)
	Engr.

Rifle
	142 Engr Bn.

94 R Regt
	ling; ÍHBR.

RV;

OM;

SHV

(1);



	JALADIS, Jules (01)
	Col (46) _
	Rifle.
	3 R Regt.
	SM (2); Ilnf.

50 Inf Regt

(46-49);

SHV; SM (1); RV;

Ilnf.



	JALLA, Max
	Gen of Brig (54) _
	Arty.
	Dep

Cmdr;

38

Arty Div,
	CofS. 2 Mtz

Div (47-

IHBR;

lArt;

49);

ISG; OM (1); UAr.



	JALLU, Armando

JANKE, Fredrich (12)
	Col (55)

Col (50)
	Tank.

GSC
	HOHvTk&SP

Gun Regt.

Economic Speci

Ninth

alist,
	110 Tank Bn (46-49);

ISt.

RV; UAr; IHBR.



	JAPKE, Mandel (96)-
	Gen of Brig (49).
	Rifle
	Rifle Army.

CG, 20 Fus Mecz

Div.
	CofS, 2 Fus Div (46-

49); SHV; OM (1);



	JARAM, Abvan (11)

JARANILLO, Alberto (15)—
	Col (49)

Col (52)
	Arty

Arty
	255 M How Regt

869 Hv Rkt Brig
	RV; ISG;

SM

(1);

UAr.

OM; SM (1); lArt.

SM; IKA; lArt.



	JARDINE, Juan (05)

JIMINEZ, Aldo (11)

—

JIMS, James J. (02)
	Col (54)

Col

Gen of Div (54).
	Rifle

Arty

Rifle
	21 Fus R Regt

460 M Gun Regt.

CG, II

R Div
	OM; Ilnf.

lArt; UAr.

UAr; Ilnf; iKAv.



	JOHANNESON, Gunnar (07)

JOHNSON, Rober X
	Col

Comdt (54)
	Arty

Med
	244 M How Regt

u/i

Surg,

Rifle

Div.
	lArt.

IMe; Un; IV; IHBR.



	JOLAS, Pedro le (01)

JONES, Purcell L. B. (12)
	Gen of Brig (54)

Comdt (51).
	Rifle

Air
	836 M AA Brig

56 Ftr

Regt
	R Regt

(48-51);

312

SHV (1); SV; RV;

Ilnf; IKA.

ASM.



	JORDAN, James J. (22)

JORDAO, Beni
	Capt (53)

Col (53)

Col.
	Engr.

Arty.

Rifle .
	330 Engr Sqdn.

u/i Rkt Regt

202 Fus Mecz R
	Hng; IKav.

Regt

Mort

(46-

432

48)

(1);

OM;

SM;



	
	Col (48)
	Arty.
	Regt.

444 Hv Rkt Brig.

Deputy

Tng

O,
	SHV

RV (l);

Ilnf.

lArt; OM.

AKTa

(47-

Opas

O,



	—

JOSEBAS, Francis

JOURDAIN, Roger (06)

JUNCK, Paul (96)
	Gen of Div (47).
	GSC
	
	49)

ISG; IHBR.



	JUNEAU, Marland P. (00)
	Gen of Air Corps
	Air
	AKAr.

VIII

Grd

CG,
	(l)

OM;

ASV

LAV;



	JUPIELES, Henri'(00).
	(48).

Gen of Brig (49).
	GSC.
	Atk Corps.

Intel

Third

O,

Mccz Army.
	SIAr.

CofS, 18 Inf Div (45-

OM;

47);

ISG;

IHBR; Lint;

UAr.



	JURRANDOME, Manuel (19)

KAHL, Ferdinand (07)
	Maj (51)

Gen of Brig.
	Cav

Vet
	121 Mtrcl Bn

Vet, AKAR
	IKav; OM.

OM; LV; IMe; UAr;



	KALINDER, Angus (04) _ —
	Col (45)
	GSC
	CofS, 51 R Div.
	IHBR.

R Regt

(49-51);

101

LHV;

SHV

(1);



	KAMAL; Pacha (02)
	Col (45).
	Rifle.
	28 R Regt.
	OM;

SM

(2);

RV

(1); Ilnf;

ISG.

48 Inf Regt

(45-49);

Ilnf;

UAr;

SHV;



	KARDER, Small (07) _
	Col (52)
	Cml
	XXI R

Cm! O,

Corps.
	SM (2).

SM; IHBR.



	KARMIN, Albert (96)

i.

KASH, Francis (13)
	Gen of Div (48).

Comdt (51)
	Arty.

Rifle.
	CG, 25 Arty Div

359 Mtz R Regt.
	lArt;

IHBR;

OM;

ISG; UAr; SIAr.

RV; SHV; Ilnf.



	
	
	
	
	221















	Name and D/B
	Rank and D/R
	Branch
	Present

assignment
	Remarks




	KERLECQ, Ima (09).
	Comdt (46) _
	Arty.
	1034 M AA Bn.
	37 AT Regt (47-49);

SHV; lArt; SM (1);



	KIEL, Bernard (20)

KIM. Ha Ching

KINDELAAN. Josef (00)

KING, John H. (96).
	Maj (49)

Comdt

Col (45)

Gen of Corps (50)
	TC

Arty.

Arty.

GSC.
	869 MT Bn

112 Hv Mort Bn.

121 M How Regt

Chief Intel,
	RV; ISt.

Hn; IT.

lArt.

lArt.

Huf; LL; LInt;SIAr;



	KIRCHE, Hans (15)
	Comdt (53)
	TC
	AKAr.

Trans

Wgn

891
	UAr; IHBR.

Iln; IT.



	KIRST, Jake (19)i"
	Comdt (53). *.
	Rifle.
	Sq.

27 Abn R Bn
	RV; SHV; LDS; OM



	KIYOSHI. Hakki (98),
	Gen of Div (54)
	GSC.
	
	(2); Hnf.

Lint;

LDS;

SHV;



	KLAUSING, Richard (09).

KLINE*, Kenneth (19)
	Comdt (47).

Col" (51)
	Arty

Intend.
	7 L AA Bn

Cmdr

Asst

for
	LL; ISG; IHBR.

lArt.

Hn; Hnf.



	KLOTZ, Arno (17)

KOCJIK, Heinrich (20).
	Maj (52).

Col (49)
	Sig

Intend.
	tívcs, 66 R Div.

331 Fus Sig Bn

Asst

Cmdr

for
	IPz; Iln.



	KOENIG, Otto (17)
	Comdt (53)
	Abn.
	Svcs, 95 R Div

190 Abn R Bn
	ilnf;

OM;

SM

(2);

LAp.



	KOHLER, Curtis (00).
	Gen of Brig (45).
	Abn.
	CG, 35 Abn Brig.
	OM; Hnf; UAr; LAp;

IHBR.



	KOJE, Hideki (17)—

KOMM, Herold

KOOWAN. Fang-ho (20)

KREfSCHMER,

Hans (01 ) _
	Maj (53)

Comdt (50)

Col (53)

Gen of Corps (49)
	Engr

Air

Air

Tank.
	301 FusEngrBn.

14 Ftr

Regt

134.Grd Ark Regt

CG, XXXVI

Mtn Corps.
	'

Hnf.

(

LAv; ASM; RV.

LAv.

(

Ninth

Army

CofS,

(46-49);IInf; LDS;

OM .(l);

SM

(2);

IHBR; ISG; SIAr.



	KROMIADI, Kumar (12)

KRYEZIU, Xafer

KUBLER, George (90)
	Col (52)

Comdt

Gen of Corps (50)
	Arty.

Arty.

Rifle.
	u/iFusHowRegt

18 Hv Mort Bn

XVIII

R

CG,

Corps.
	lArt; SIAr/

lArt.

CG, 83 Inf Div (46-

LDS;

OM;

49):*

SM ,(1); RV;. Hnf;

ISt; ISG; SIAr.



	KUKASH, Mieczyslav (01).
	Col (51).
	Air.
	814 MAA Brig
	IKA;

LAv;

UAv;

ASM (2).



	KYLE, Lyle (17)
	Comdt (51).
	Rifle
	324 R Regt
	Hnf.

,



	LABOL, Joel.(11)

'

LAFITTE, Maurice (14)

LAFUENTE,.Francis (04)
	Col (54)

Comdt (47)

Gen of Air Army

40)-

. <
	Arty.

Abn

Air
	4 Fus M AT Regt

52 Abn R Bn

CG, Sixth Air

Army.
	RV; OM; lArt.

Hnf; U Ar; LAp.

LDS; OM

(1); LAV;

UAv; SLAr.



	LAGARDE, Mike (00).
	Gen of Air Corps

(48).
	Air
	CG, XV Grd Atk

- Corps.
	OM; LAv; UAv;

IHBR.



	LAMBE, Elwynne (09)

LAMBERT, Lucien.(00).
	Col (54)

Col (44)
	Rifle.

Rifle .
	12 R Regt

Fus

Mtn

R

98

Regt.
	Hnf; UAr.

Lint; UAr.



	LAMBERT, Paul (19)
	Maj (50).
	Cav.
	144 Mtrcl Bn
	(2); SHV;

RV

LDS;

ist.



	LANDON, Alvin (17)

LANDRON, Marino (15)

LANGHAM, Vernon O. (96).
	Comdt (51)

Comdt (52).

Gen of Army

(52).,
	Rifle

Tank.

Cav
	310 R Regt

93 M Tk Regt

Dep Cmdr,

AKTa.'
	Hnf; OM (1).

ist.

IKav;

SIAr;

UAv;

; IHBR.



	LASSET, Otto (15).
	Comdt (49)
	Cav
	313 Mtrcl Bn
	RV;

LDS;

ÓM

(1);

ISt.



	LAT', Walther (1Ó)
	Col (51).
	Rifle.
	47 R Regt.
	SM (2); OM; Hnf.















	Name and D/B'
	Hank and D/R
	Branch
	Present

assignment
	Remarks



	LAVENDEROS, Leon (95)
	Gen of Corps

(50).
	Cav.
	CG, XXXII R

Corps.
	CG, 94 Mtz Div (46-

49); SHV; OM; SM

IKav;

(1);

ISG;

SIAr.



	LAVIGNAC, Henri (10)
	Col (49)
	Rifle.
	32 R Regt
	RV; SM (1); Ilnf.



	LAVIGNY, Guillaume de (25)
	Gen of Div
	Abii
	CG, 27 Abn Div.
	LAp;IInf; IKav; ISG.



	LEAL, Ernest (25)
	Capt (49)
	Rifle.
	Hq

Hq

CO,

&
	OM; Iln;

Ilnf.



	
	
	
	Trps,

Fus

4
	



	
	
	
	Mecz Div.
	



	-

LEBESTA, George
	Col
	Tank
	113 MTk Regt
	ISt.



	LEBURN, Rene (12)
	Comdt (49),
	Arty
	847 M RktRegt.
	lArt.



	LEEB, Wolfgang von Ritter
	Col (54)
	Abn
	805 LAA Brig
	Prcht

Inf

LAp;

112



	(09).
	
	
	
	Ilnf;

Bn

(46-49)

IKA.



	LEEFEL, Delbert (05)
	Col (50).
	GSC.
	CofS, 3 Mecz
	IKav; ISt; IHBR.



	
	
	
	Div.
	



	LEFLO, Frank (10)
	Maj (51)
	Sigi
	104 Sig Bn
	IS.



	L'EGLISE, John de (95).
	Gen of Div (50)
	Rifle.
	CG, 44 R Div
	Ilnf; RV; SHVi



	LEGNANI, Stefan (09)
	Col (51)
	Rifle.
	9 R Regt
	Ilnf.



	LEIRIS, Solano (08)
	Col (51)
	Arty.
	112 M How Regt.
	AT

Regt

(46-51);

8



	
	
	
	
	OM; SM; lArt; UAr.



	LEKITHIN, Francis
	Col.
	Tank.
	Fus

M

Tk

131

Regt.
	ISt.



	LELIVER, Louis (11).
	Col (50).
	GSC.
	CofS, 63 R Div
	R Regt

(49-50);

319

Ilnf; UAr; IHBR.



	LEMERIS, Lewis (07)r
	Col (50).
	GSC.
	Staff O, Tenth R

Army.
	Un; IAG.



	LENERUE, Manfield (17).
	Comdt (50).
	Air
	3 Ftr

Regt
	LAv.



	LENNY, Geprge (07)_i_l
	Col (51)
	Arty.
	u/i M Mort
	lArt; LAM; UAr.



	
	
	
	Regt
	



	LEON, Herman de (05).,
	Col (48)
	Tank.
	59 Fus Hv Tk &

SP Gun;Regt.
	LDS; ISt.



	LESSON, Franklin (00)
	Gen of Brig (53)
	Arty
	Cmdr

Asst

for

Arty,42RDiv.
	lArt;

IKA;

LAM;

UAr.



	LESTER, Marvin (12).
	Comdt (51) _
	Arty.
	18 L AA Bn
	SM (1); lArt.



	LEVESCU, Ian (22).
	Capt (47):
	Rifle.
	Hq

Hq

CO,

&
	Iln.



	
	
	
	Trps, 52 R Div.
	



	LEVI. Stenka (04)
	Col (52)
	Arty
	807 L AAlBrig
	



	LEVIS, Philippe (96).
	Gen of Army
	Rifle
	CG, Sixth R
	AKAr

(48-49);

CG,



	
	(49).
	
	Army.

,
	XIX R Corps (47);

LDS; OM (2); SM



	
	
	
	
	(1); IHBR.

IKav; CofS, 30 Armd



	LEXINAS, Midelt (05).
	Gen of Div.

/
	Cav.,
	X

Dep

Cmdr,

Cav Corps.
	ISt;

Div

(46-48) ;



	LEXINGTON, Jennings V.
	pen of Corps
	Arty.
	Chief Arty,
	UAr; IHBR.

lArt;

IKA;

LAM;



	(95).

!
	(52).

'
	
	AKTa.
	LAv;

SIAr;

UAr.



	LIAO, Hai-Tao (07):

LIBBEY, Leo L. (05).
	Col (53)
	Arty.
	817 L AA Brig
	IKA.

UAr; Ilnf; ISt.



	
	Col (54)
	Rifle.
	413 Mecz RRegt
	ChiefAbn Trps, AKTa



	LIGHTENBERGER,

Joachim (91).
	Gen of Corps

(49).

•
	Rifle.
	CG, XXV Corps.
	(47-49); OM; SIAr;

IHBR.



	LIEB, Eric (00)
	Col (45)
	Air GSC
	CofS, 49 Abn Div
	Ilnf;'ISG;

UAr;

IHBR.



	LIGUORI, Celestino.
	Comdt(49)
	Tank.
	X

Scty

Ln

O,

Mtn Corps.
	Ilnf; UAr.



	
	
	
	34 Abn Brigj.
	Hq Fourth Army (46-



	LIND, Jonas (00).
	Gen of Brig (53).
	Abn_
	
	49); LAp; OM; SM



	
	
	
	
	(1) ; UAr.



	LINKOU, Tzihkon (14).
	Col (53).
	Arty.
	u/i How Regt.
	lArt.



	LISTER, Lewis A. (09)
	Col (52).
	Rifle.
	465 R Regt
	Ilnf.















	Name and D/B
	Rank and D/R
	Branch
	Present

assignment
	Remarks




	LXZANTE. Monte (08)
	Col (53)
	Tank.
	50 M Tk Regt
	IKav; ISt.



	LOHR, Wilhelm (12)
	Col (50)
	Rifle.
	58 R Regt
	LHV; OM; RV; Ilnf.



	LOMBARD. Karl (21).
	Maj (51)
	Cav
	334 Mtrcl Bn
	Un; OM.



	LOPEZ, Aurelio (03)
	Gen of Div (50)
	Rifle.
	CG, 4 Fus Mecs

Div.
	210 Inf Regt (46-48);

LDS;

SHV;

RV;

ISt; UAr.



	LOPEZ, Emil (19)
	Comdt (53)
	Cav.
	Fus

Mtrcl

301

Bn.
	LDS;

OM;

SM

(1)

IKav.



	LORCER, James I. (03)
	Gen of Div (50).
	G8C
	First

R

CofS,

Army.
	Ilnf;

IHBR;

UAr;

ISC.



	LORCERY, Marcel (16)
	Gomdt (51)
	Arty.
	102 Hv Mort Bn.
	lArt.



	LOVER, Francis
	Comdt (48)
	Arty.
	302 L AA Bn
	OM; SM; IKA.



	LOZANO, Vert (14)
	Comdt (51)
	Arty.
	35 Fus L AA Bn.
	IKA.



	LUBO, Rafael
	Col (52)
	Arty.
	857 M Rkt Regt.
	lArt.



	LUCER, Felix (09)
	Gen of Air Div
	Air
	CG, 40 Bmr Div.
	IHBR;

OM;

UAr;

SIAr.



	LUDWIG. Adolf (08)

LUGO, J.

M. (20)
	Col (48).
	GSC
	CofS, 80 R Div .
	Ilnf; RV;OM; IHBR.



	LUNDKVIST, Per Daag (06)
	Comdt (54)
	Sig

J
	98 Sig Bn
	IS.



	
	Col (52).
	Arty
	806 M AA Brig
	lArt.



	LUNIT, Defons (10)
	Col (43)
	Arty
	490 M How Regt
	AM; lArt.



	LYCZAK, Klement (09)
	Col (53)
	Arty
	801 L AA Brig
	IKA.



	LLYONS, Claude (03)
	Gen of Div (53) .
	Rifle
	CG. 61 R Div
	Ilnf; SIAr.



	MACAIRE, Albert (95)
	Gen of Army (54)
	Tank.
	Twelfth

CG.

Mees Army.
	Sixth

Army

CofS,

(46-49); OM; SM;

ISt;

IKav;

SIAr;

UAr.



	MACLORAN, Victor (03)
	Gen of Brig (46).
	Arty
	804 M AA Brig
	41 Arty Brig (46-51);

SHV; HV (1); lArt.



	MADDOCK, Ted R
	Comdt
	Engr.
	123 Engr Bn
	ling.



	MADELUNG, Smilo (22)
	Capt (50)
	Rifle.
	4

Hq

Hq

CO,

R

Trps,

94

Div.
	Ilnf; OM.



	MADEN, Phillip O.

(08)
	Gen of Brig (53).
	Arty.
	
	IArt; IKA; UAr.



	MADINA, Don Pedro (03)
	Col (43)
	Engr.
	Engr,

VI

R

O,

Corps.
	OM; SM; ling.



	MAESTRONI, Xavier (12)
	Col (54)
	GSC
	Staff O, OrGTA.
	Staff O. OkGTA, Ilnf;

ISG.



	MAGALHAE3, Corvalhao

(03).
	Col (51).
	Arty.
	828 M AA Brig
	IKA.



	MAIER, Walther (00)
	Gen of Brig (45).
	Tank.
	AT O. AKTa
	ISt; IArt; UAr.



	MAIGRON, Pierre (04)
	Col (48)

v
	Rifle .
	418 Mees R Rcgt.
	SM(1); Ilnf.



	MAJOR, Sargent (12)
	Gen of Air Div

(48).
	Air
	CG. 63 Grd Atk

Div.
	UAv; ASM.



	MALAVAL, Francois
	Col (48).
	Arty.
	144 M How Regt.
	OM; IArt.



	MALAVIA. Henry (09)
	Comdt.
	Tank.
	Cmdr

Asst

for

M

Svcs,

820
	97 M Tk Bn (49-52);

ISt.



	MAMLEKAT, Geider (16).
	Comdt (52)
	Sig
	A A Brig.

u/iSig Bn.
	IS.



	MANDELOT, MicheU (05)
	Col (48)
	Arty
	148 L Gun Regt.
	SM;

(1);

OM;

RV

IArt.



	MANSON, George (02) _
	Gen of Brig (50).
	Abn.
	38 Abn Brig
	LAp; OM; Ilnf; UAr.



	MANTAN, George (99)
	Gen of Corps (52)
	GSC
	Chief of

Organ,

AKTa (3/54).
	IKav;

UAr;

SIAr;

IHBR.



	MANZONI, Alex (09)
	Col (51)
	Rifle.
	14 R Regt
	Ilnf; SM.



	MARESCOT, Childs (13)
	Col (54)
	Arty.
	129 M Gun Brig.
	IArt; UAr.



	MARIGNY, Mario de (05)
	Gen of Div (48) .
	Tank.
	CG. 43 Tk Div
	IKAv; ISt; ISG.



	MARION, Henry Francis (10)
	Col (50)
	Rifle.
	88 Fus Mtn R

Regt.
	Ln Scty O, III

Mees

Corps

(49); CO,

1

Inf

Bn

Hegt

106



	
	
	
	
	(46-47); OM; Ilnf.















	Name and D/B

MOOKERJEE,

Mangaldas

(08).

MOQUIN, Anatole (23)

MORALEY, Live (99)

MORIXE, Ano (06)

MORLAND, Johnathon

(29)

MOSIA, Peter (08)

MOSSE, Raymond (16)

•MOTHERLAND. Edward

MOYS, Werner (10)'

MUERGAS, Joseph (24)

MUIR, Ego (12)
	Rank and D/R

Col (53).

Mai (54)

Gen of Brig (50)

Col (51)

Capt (54)

Col (50)

Comdt

Gen of Div (48).

Col (50).'

Mai (53)
	Branch

Arty.

Sig

Abn

Rifle

Abn.

Tank.

Abn

Rifle.
	Present

assignment

154 Sig Bn

CG, 9 Abn Div

312 R Regt

Abn

How

920

Btry.

19 M Tk Regt/
	Remarks

IArt;

IKA;-

LAM;

Br Mil Schools.

IS; OM.

'SM(l);

OM;

LDS;

LAp.

Hnf.

SM(2) ; OM(l); SHV;

LAp; lArt.




	
	
	
	
	RV;

LDS;

OM.



	
	
	
	36 Abn R Bn
	Hnf; LAp.



	
	
	
	CG. 42 R Div
	Un; 1SG.



	
	
	GSC.
	CofS, 30 R Div .
	Hnf; Un: IHBR.



	
	
	Sig
	303 Sig Bnl
	IS; OM; SM (1).



	
	Col (48)
	Tank.
	u/i

Tk

Fus

M

Regt.
	



	MULLE, Charles (15)
	Col (52)
	Air.
	Grd

Atk

224

Regt.
	LAv.



	MULLER, Gustav (06)
	Gen of Div (50) _
	Rifle.
	CG, 56 Abn Div.
	CG, 34 Abh Brig (47-

50); LAp.



	MULVAK, Aaron
	Col
	Tank.
	84 M Tk Regt
	ISt.



	MUNNOZ, Peter Paul
	Comdt (50)
	Arty _
	u/i L AA Bn
	"

IKA; lArt.

'

'



	MUSSOT, Michael
	Gen of Brig
	GSC.
	R

XXIV

CofS,
	SIAr; IHBR



	
	
	
	Corps 1
	



	NABUCO, Pancho (93)
	-Gen of Div (54)
	Rifle
	CG, 1 R Div
	I

R

Intel

Corps

O,

(46-49); OM; SM;



	NAJAC, Felix (00)

_
	Col (47).
	Med.
	Fifth

R

Surg,

Army.
	Lint; UAr; ISG.

IMe; IHBR.



	NAPERIS, Andre
	Comdt (51)
	TC
	863 MT Bn
	OM ; IT.



	NAVAR, Peter (09)
	Gen of Air Div
	Air
	Dep Cmdr, Sixth

Air Army.
	LDS; RV; LAv; SIAr;

IHBR;-



	NAVARRO, Ponce
	Col (53)
	Tank.
	Tk

Fus

M

14

Regt.
	OM ; SM ; ISt.



	NEGOND, Gabriel
	Col (54).
	Air
	235 Grd Atk Regt
	



	NEGRIER, Francois (87)
	Marshall (50)
	Arty _
	CG, OrGTA
	Chief, Army General

Staff (45-49); LDS;

SHV; SIAr'



	NESTER, Ralston
	Gen of Brig
	Arty
	CG, 117 Fus Hv

How Brig.
	OM;SM;IArt;LAM



	NETT, Joseph S. (91)
	Marshall'(50)
	GSC
	CofS, AKTa
	IKav;

IGA;

SIAr;



	NEUTVILLE, Pierre (00)
	Gen of Brig (51) _
	Rifle
	CG, 63 Mtn Div
	UAr; IHBR.

Div

CofS,

63

Rifle

(49-51); OM; SIAr



	NIAMEL, Sebastian (00)
	Col (47).
	intend
	XXI

R

FinO,

Corps.
	Iln.



	NICHOLAS, Lloyd N. (03)

NICOLARDOT, Jean (03)
	Col (50)

Gen of Div (53)
	Arty

Abn
	12 L AT Regt

I

Dep

Cmdr,

Abn Corps.
	ISt; IKA.

CofS, 22 R Div (49-

OM;

UAr;.

52);



	NIGGLI, Leonard (09)

NIGRELL, Marcus A
	Col (47).

Gen of Brig (47).
	Arty

Arty
	576 Hv How Bn.

CG, 130 M How
	IHBR; LAp.

lArt.

lArt; OM.



	
	
	
	Brig.
	



	NIKILIN, Henri (03).
	;

Col (49)
	Cml.
	Cml O, XXVI R

Corps.
	XXIV

R

Cml

O,

Corps (46-49);0M;

IRM.



	NINO, Pedro (23)
	Mai (52)
	Engr.
	104 Engr Bn
	OM ; SM ; ling.



	NISIR. Guill—
	4

Col
	Tank.
	52MTkRegt
	ISt; LL; ISG.



	NIVELLE, Aurelio (00)
	Gen of Brig (50).
	Rifle .
	Dep Cmdr 30 Fus

AA Div.
	R

Div

(49-

CofS,

1

OM;

IKA;

50);

IHBR.















	Name and D/B
	Hank and D/R
	Branch
	Present

assignment
	Remarks




	NIZA, Hold (02)

NOLAN, Floyd
	Col (60)

Col
	Rifle

Tank.
	15 Mecs R Hegt.

134 MTk Regt
	RV (1); OM; Ilnf.

ISt.



	NOLLY, Emilie (12).
	Gen of Air Div

(54).
	Air
	15 Bmr Div
	LAv.



	NOLTE, Antonio (10) _
	Col (45)
	Intend
	Fin O, IH

Corps.
	OM.



	NOMICOS, Max (98).
	Gen of Corps (50)
	Tank
	CG, III

R Corps.
	CG, 4 Fus Mees Div

LD8

(48-50);

(1);

SM; ISt; SIAr.



	NONHOFF, Ulrich (10).
	Comdt (51).
	Tank.
	58 Hv Tk & 8P

Gun Regt.
	RV; SHV; ISt.



	NOON, Mian Farreed.

NORA, Elwood (09)
	Maj.

Col (51).
	Arty

G8C
	80 L AT Bn

CofS, 87 R Div
	lArt.

UAr; IGA; Ilnf;

ISG;

IHBR.



	NORRIS, Ridle K. (04)
	Gen of Div (52)
	Arty.
	CG, 30 Arty Div.
	lArt;

IKA;

LAM;

SIAr.



	NORWALK, Simon (07).

NOSI, Prenk
	Col (50).

Maj
	GSC.

Arty_
	CofS, 1 R Div

u/i

L AA Bn
	Ilnf;

Lint;

UAr.

IKA.



	OBERHOFER, Gustav (01)
	Gen of Brig (48) _
	Arty.
	Cmdr

Asst

for

Arty, 15 R Div
	ISG; Ilnf;

UAr.



	OCHSNER, Ferdinand (90)
	Gen of Brig (49).
	GSC.
	CofS, XX R

Corps.
	OM; SM; IGA; UAr;

IHBR.



	ODELIN, Manuel
	Comdt
	GSC.
	R

Staff

VI

O,

Corps
	OM; ISt;

IHBR.



	O'DELL, Grady (20)

ODOARD, Alberto (98).
	Maj (50)

Gen of Corps (49)
	Cav

Rifle.
	346 Mtrcl Bn

CG, IRCon»
	RV; IDS; OM.

CG, 15 Abn Div (40-

49);

LDS;

SHV;

RV; Ilnf;

ISG.



	ODURTZ, Fabien
	Col (53)
	Air
	Arty

Obsn

44

Regt.
	



	OFFENBACK, Leo (00).
	Gen of Brig (49).
	GSC
	Intel O, First R

Army.
	OM; LI; Lint; IHBR;

ISG; UAr.



	OJEDA, Louis (06)
	Col
	Tank.
	4 Hv Tk A 8P

Gun Regt.
	LHV;

OM;

RV

(1);

ISt.



	O'KELLY, NiaU

OKTYARBSKI. M.
	Maj.
	Arty

Arty
	144 L AA Bn

14 L AT Bn
	IKA.

lArt.



	Bogdanovich.
	Maj.
	
	
	



	OLBRICH, Francis (10).

OLIVA, Rouco (09)
	Gen of Air Div

Col (47)
	Air

Rifle.
	CG, 45 Bmr Div.

201 Fus Mecs R
	UAr.

RV;

SHV;

OM

(1);



	OLIVER, Humbert
	Col (47).
	Arty
	Regt.

415 Hv How Bn.
	SM; Ilnf.

lArt; IKA.



	OLIVER, John Charles.
	Col
	Air GSC
	CofS, 27 Abn Div
	Ilnf;

LAp;

UAv;

IHBR.



	OLIVER, Richard (11).

OLMAN, Jesse (14)
	Gen of Air Div

Comdt (47)
	Air

Arty.
	Div

CG, 98 Ftr

Abn

Gun

937
	UAv.

(1);

LDS;

SM;

RV



	OPAZ, Ferd (11).
	Col (40).
	GSC.
	Regt.

CofS, 2 Meca Div
	LArt.

SHV; LDS; LHV (1);



	OPOCH, Boris (15)
	Gen of Div (54)
	Arty.
	30 Fus AA Div
	SM (2).

LArt; IKA.



	ORGAN, Bernard (01)

ORLAND, Edmund (02).
	Gen of Div (52)

Gen of Brig (50).
	Rifle

Arty.
	CG, 2 R Div

Asst

Cmdr

for
	Ilnf;

Lint;

SIAr.

OM; SM (2); lArt.



	ORLIAC, Jehan (98)
	Gen of Div (45)
	Rifle.
	Arty,65RDiv_

CG, 13 R Div
	Intel O, OrGTA (46-



	ORMONDE, Cecil (11).
	Comdt (51)
	Rifle.
	60 Fus R Regt
	49);.OM; Lint.

Ilnf.



	OZIOULIS, Ruben (04).
	Gen of Corps (46)
	Pgnd.
	Cmdr

for

Asst

Pite

Affairs,

Fourth

Rifle

Army.
	IHBR;LPD















	Name and D/B
	Rank and D/R
	Branch
	Prenent

assignment
	Remarks




	PADIL, Hugh (11).
	Comdt (40)
	Arty.
	Fus

L

304

AA

Regt.
	8M (2); OM; lArt.



	PAEZ, Utiel (10)
	Col (48)
	Arty.
	131 Mecs RRegt
	Regt

Arty

(40-

472



	PAGIOT, Peronne
	Gen of Brig (51).
	Cav
	CG, 30 Cav Div.
	49); lArt.

CofS, 14 Cav Div (49-

Cav

Regt

51);

27

(47-49); IKav.IRg;

UAr.



	PAK, II-cho (13)
	Comdt (52)
	Arty
	u/i

L AA Bn
	IKA: lArt.



	PALOMAS, FeUpe (07)
	Col (49)
	Air G8C.
	CofS, 15 Abn Div
	LAp; ISG.



	PANAGIATAKIS, Palo

PAPARTIS, Peter P. (10)
	Maj
	Engr
	121 Engr Bn
	ling.



	PAQUIER, Pierre (05)
	Col (50)

GenofDiv(51).
	Air

Arty
	152 Bmr Regt

Dep Cmdr,
	



	
	
	
	XXXVI Mtn

Corps.
	Regt

Arty

(45-

130

49); OM.



	PARMENT, AchiUes
	Gen of Air Div_
	Air
	CG. 4 Bmr Div
	



	PARSONS. Bavely (19)
	Maj (51)
	Cav
	Ill

Mtrcl Bn (?)
	RV (1); SHV; ISt.



	PASSIER, Paoul de (90).
	Gen of Div(49).
	Arty.
	Cmdr

Asst

for

Sixth

R

Arty

Army.
	Arty

CG,

Brig

122

(47-49); LAM; OM

IArt; IKA.



	PAUAUX, Ronald (08).
	Col (52).
	Air
	Dep

Cmdr,

10

Bmr Div.
	ASv; ASM (2); UAv;

IHBR.



	PAUL, Francis (01)
	Gen of Brig (47).
	Rifle.
	CG,45 Abn Brig.
	OM; UAr.



	PAYTON, Homer (18).
	Mai (51).
	Cav
	105 Mtrcl Bn (?)
	IKav.



	PAZDAN Cincar
	Maj
	Arty.
	u/i

Hv Mort Bn _
	lArt.



	PAZZONI, Rocco
	Col
	Tank.
	51 MTkRegt
	ISt.



	PECAUT, Andre (97)
	Gen of Brig (49).
	GSC.
	Intel O, XIX R

Corps.
	CofS, 11 Inf Div (45-

Lint;

UAr;

49);

IHBR.



	PECO, Angel

PEDRAS, Conway (07).
	Col
	Arty
	817 M Rkt

Regt.
	lArt; IKA.



	
	Col (48).
	Tank.
	425 Fus M Gun

Regt.
	OM; 8M; lArt.



	PEISEL, Gerd (12)
	Col (49).
	Tank.
	1 Fus M Tk Regt
	OM;

SM

(1);

RV;

lArt.



	PELISSIER, Jacques (95)
	Gen of Brig (40).
	GSC
	XXVI

R

CofS,

Corps.
	Staff O, XXVI Corps

(40-48);

SIAr;

IM;

ISG;

LDS;

IHBR.



	PELLEGRIN, Pierre (10)
	Comdt (40).
	GSC.
	Ln 0.

XXVI R

Corps.
	IHBR.



	PELTIER, Blaise (10)
	Col (40)
	Rifle.
	81 R Regt
	438 R

Regt (49-51);

OM.



	PENNEY, James G. (03)
	Col (50) _
	Tank.
	32 MTkRegt
	SM (2); OM.



	PENZES, Pal

PERALTA, Jose (01)
	Comdt

Col (45).
	Arty

Eng
	44 Hv Mort Bn

I

R

Engr

O.
	lArt.

ling;

IHBR.



	PERCE, Carl (15)
	Col (54)
	Arty.
	Corps.

414 Fus M Mort
	SHV; OM ; lArt.



	PEREZ, Mike (09)
	Comdt (48).
	Arty.
	Regt.

Fus

L

301

AA
	IKA.



	PERON, Domingo (10).
	Comdt (49).
	Abn
	Regt.

Abn

Gun

909
	SM (2); LAp; lArt.



	PETERESEN, Axel A. (20)
	
	
	Regt.
	



	_

PETRANCE, Noel (05)
	Maj (54).

Col (50)
	Air

Tank
	90 Ftr Regt

111 MTkRegt
	



	PETRI, Ramon (00)
	Col (40)
	

Engr
	Engr O,

XX R
	OM; SM (2).

ling; IHBR.



	PETTINGER, LeNace (05)

PHLOYRHROM, Banchob

GO).
	Col (52)

Comdt (50).
	Arty.

Engr.
	Corps,

84 L Gun Regt

Cmdr

Asst

for

Fus

Svcs,

30

AA Div.
	IArt; UAr; IKA:

ling; ISt; IKA.















	Name and D/B
	Rank and D/R
	Branch
	Present

assignment
	Remarks




	PICKERT, Johann (00)
	Col
	MP
	R

MP O,

Fifth

Army.
	IPM; IHBR.



	PIDAL, Feman (93)
	Gen of Corps (47)
	Rifle
	Dep Cmdr, Sev

enth R Army.
	XXX

R

Corps

CG,

(46-51); LDS; OM

(2); RV; SIAr.



	PIERANT, Dominic

PIKE, Merrill S. 19 (?)
	Comdt

Comdt (53) _
	Arty.

Air
	434 M Gun Regt.

92 Bmr Regt
	SM (1); lArt.

Minne

Born in

(??)

sota, USA.



	PILON, Henry (98)
	Gen of Div (51)
	Rifle
	CG, 33 R Div
	IOS;

OM;

SM

(2);

Ilnf.



	PINSKT, Carvallo (98)
	Gen of Brig (49)
	Arty.
	Cmdr

Asst

for

IX

R

Arty,

Corps.
	IArt.



	PLA, Alfred (09)
	Col (52)
	Air
	95 Grd Atk Regt.
	UAv.



	PLANCK, Philip (14)
	Comdt (49) _
	Arty.
	24 L AA Bn
	



	PLASTIRIS, Socrates
	Comdt
	Sig
	133 Sig Bn
	IS.



	PLATRONE, Couaire (06)
	Col (50)
	Rifle.
	8 Mees R Regt

Regt.
	(2);

RV;

SHV;

OM

SM; Ilnf.



	PLOCHER, Fredrick (06)
	Gen of Div (50)
	GSC.
	CofS, Tenth

R

Army.
	OM; ISG; IHBR.



	POINCOURT, Henry (12)
	Gen of Air Div

(53).
	Air
	CG, 17 Grd Atk

Div.
	RV;

USAK;

ASV;

UAv; IKA.



	POL, Jan V. K. vander (06)
	Comdt (51)
	Arty.
	333 L AA Regt
	IKA.



	POLOMAS, Felipei.
	Col (54)
	Air
	
	USAK;

SHV;

OM;

IHBR;

ISG;

LAp;

SIAr.



	POLONSKI, Beniamin
	Gen of Div (45)
	Arty.
	CG, 18 Fus Arty

Div.
	OM; SM (1): TArt.



	PONCIT, Mathias (96)
	Gen of Div (45)
	Rifle.
	Dep Cmdr, VIII

R Corps.
	R

Div

18

Fus

CG,

(49-51);

LDS;

LHV; Ilnf.



	POPPINGA, Diego (10)
	Comdt (48)
	GSC.
	XXXVI

Ln

O,

Mtn Corps.
	IHBR.



	POSTIN, August
	Col
	Tank.
	139 MTk

Regt
	ISt.



	PROUST, Gilbert III
	Comdt
	Air
	53 Bmr Regt
	LAv.



	PRYBL, Koci (12)
	Col (50).
	Tank.
	u/i

Tk Regt
	ISt.



	PUG, John L
	Col (49).
	Arty
	Mort

Hv

395

Brig.
	IArt.



	PUGIL, Horace (15)
	Comdt (46)
	Tank.
	
	OM; ISt;

UAr.



	PUISEUX, Louis (99)
	Gen of Brig (49).
	GSC.
	CofS. IT R Corps
	ISG; IHBR.



	PUJO, Giovanni (99)
	Gen of Brig (45).
	GSC
	CofS, I R Corps.
	Iln; UAr; IHBR.



	PULGUE, Tito (24)
	Capt (48)
	Abn
	28 Abn Mtrcl Co.
	RV; SHV; LDS; OM;

LAp.



	PURINA, Phillip (21 )_
	Comdt (53).
	TO.
	303 MT Bn
	IPs;

SM

OM;

(1);

Ilnf.



	QUACHALIA, Astnlfi (17)
	Capt (48)
	Abn
	28 Abn AT Co
	IArt;

(2);

SM;

OM

LAp.



	QUERARD, Jean (98)
	Gen of Brig (19).
	Arty.
	Asst

Cmdr

for

Arty, 54 Mtn

Div.
	OM; IArt.



	QUE9ADA, Juan (15)
	Comdt (48).
	Arty.
	41 L AT Bn
	RV; LDS.



	QUEVEDO, Esteban
	Gen of Brig.
	Rifle.
	CG, 28 Abn Brig.
	OM; Ilnf.



	QUEZADA, Pedro (01)
	Col (47)
	GSC.
	CofS, 41 Fus R

Div.
	OM (1); RV; IHBR;

UAr; ISG.



	QUEZON, Gillman (00)
	Gen of Brig (48)
	Arty.
	CG, 102 Hv How

Brig.
	Arty

Regt

(46-

462

48); SHV; OM (1);

SM; USAK; LAM;

LAv.



	QUIETUS, Quentin (00)
	Gen of Air Corps

(53).
	Air.
	V Grd Atk Corps
	LAv; UAv; IHBR.















	Name and D/B
	Rank and D/R
	Branch
	Present

assignment
	Remarks




	QUILLIER, Marcel (90).

QUINTANA, Egbert
	Gen of Brig.

Comdt
	Intend

Arty
	JAG, AKTa

495 Fus Hv How
	IJIG.

IArt; UAr.



	QUINTANA, Unsue (28).

QUITARD, Arsenio (95)
	Maj (54)

Gen of Corps (50)
	Cav

Pgnd.
	Bn.

HOFusMtrcl Bn

Chief, Pgnd

Corps, AKTA.
	OM; IKav.

LPD, IHBR.



	RAABE, William (09).

RABAUD, Jules (98)
	Col (52).

Gen of Brig (49)
	Tank.

GSC
	42 M Tk Regt

XX R

Opns O,

Corps.
	ISt.

IKav;

Staff

ISG,

O,

IHBR.



	RAD, Ion

RADA, Albert (15).
	Maj

Gen of Air Div.
	Sig.

Air.
	319 Fus Sig Bn

Dep Cmdr,

Fourth Air

Army.
	IS.

OM; IHBR; UAv.



	RAJAMUND, Bennett (24).

RAMKE, Hans (99)
	Maj (54)

Gen of Div (52).
	Engr.

Arty.
	333 Engr Bn

Dep Cmdr, I R
	OM; SM (2); Ilnf.

OM; SM; UAr.



	RAMMS, Belton (04).
	Gen of Div (52)
	GSC
	Corps.

Eighth R

CofS,

Army.
	Ilnf;

UAr;

SIAr;

IHBR.



	RAMOS, Leon (21)

RANDOLPH, Charles (09)
	Coradt (52).

Col (47)
	Cav

Riñe.
	319 Fus Mtrcl Bn

463 R Regt
	OM

(1);

SHV

(1);

RV(I);

SM

(2);

UAr.



	RANDOUX, Adam (00).
	Genof Div (52)
	Riñe
	CG, 52 R Div.
	104 Inf Regt (46-49);

SHV; OM.



	RAU, Chandra, Pathan
	Col
	Tank.
	200 M Tk Regt
	Instr; LL (49-54); ISt

Lint.



	RAVAGEAUX, Rene
	Gen of Div (46)
	GSC
	Sixth

R

CofS,

Army.
	CG, 109 Mtz Div (46-

49);

SHV;

OM;

IHBR; SIAr.



	RAYMAUD, Emil (94).
	Gen ofCorps(46)
	Tank.
	CG, XXXV Mtn

Corps.
	LDS

SHV;

OM

(1);

ISt;

RV;

(1);

Ilnf;

ISG;

USAK;

SIAr.



	REBOLTE, Cincus.
	Col
	Tank.
	Fus

Tk

M

128

Regt.
	ISt; ISG; SHV.



	REGAMY, Francis (05).

REGAS, Pedro (20)
	Col (49)

Maj (53).
	Rifle

Sig
	350 Mecz R Regt

108 Fus Sig Bn
	RV; OM; Ilnf.

IS.



	REGULAR, Alfred (24).
	Capt (49).
	Abn
	18 Abn Mtrcl Co
	RV; SHV; OM;

IKav; LAp.



	REIBNITZ, Erhardt (00).
	Marshal (54).
	Tank.
	Cmdr SGTA
	Fourth

CG,

Army

LDS;

(46-49);

SHV (1); OM

(2);

SM; IHBR; IKAv;

ISt;

USAK;

SIAr;



	REIGNIER, Paul (97)
	Gen of Brig (49).
	Arty.
	CG, 136 Hv How
	Opns O AKAr.

Arty

Regt

(40-

98



	REIGNITZ, Torval
	Comdt (52)
	Engr.
	Brig.

Engr

Afld

361
	49); LDS; SM (1).



	REIMEN, Maurice (03)
	Col (48).
	Cml
	Cons Regt.

Cml O, XXXVI
	IHBR.



	REINHARDT, Harold (95)
	Gen of Div (47)
	Rifle.
	Mtn Corps.

CG, 85 R Div
	SHV; OM (1); SM (1)



	REISZ, Fred C. (10)
	Gen ofCorps(54)
	Tank.
	Cmdr.

Dep

Fif

teenth

Mecz
	Ilnf.

IKav; ISt; SIAr; UAr.



	REMENY-SCHNELLER,

Stefar.
	Col
	Arty
	Army.

3 Fus How Regt.
	lArt.



	RENNER, Carl (14)
	Comdt (48).
	Abn
	25 Abn R Bn
	RV; LDS; SHV; LAp;

Ilnf.















	Name aad D/B
	Rank and D/R
	Branch
	Present

assignment
	Remarks




	RENNY, Andre (01)

REUTER, Warner (06)
	Col (49).

Col (49) _
	TC

Arty
	MTO, OrGTA

408 Hv How Bn.
	Staff O, OrGTA (47-

49); OM; LAM.



	REVAI, Miklos (06)1
	Col
	Arty
	Fus

M

How

1

Regt.
	IKA; IArt



	REVELLE, S. Jackson (ll)

REVOIL, Pierre
	Comdt.

Col
	Air

Rifle.
	237 Grd Atk Regt

403 R Regt
	SHV;

OM;

SM(2);

RV(1).



	REWARD, Herman (98)
	Gen of Div (51)

Comdt (54)
	Rifle _

TC
	CG, 23 R Div

888 MT Bn
	OM; SM; Hnf.

IT.



	REWAULT, Paul (18)

REZAC, Radimir
	Gen of Air Div
	Air
	CG, 33 Grd Atk
	LAv.



	RIBEAUD, S. Jackson (17)
	(49).

Comdt (47)
	Abn.
	Div.

195 Abn R Bn
	RV(l);OM(2);LAp;

IKA; Hnf.



	RICERTO, Gino (07)
	Col (51)
	Tank.
	6 M Tk Regt
	IKav; ISt.



	RICHARDS, Albert—
	Comdt (47).
	Arty
	23 L AA Bn
	IKA.



	RICONETE, Ruis (15)
	Col (54)
	Tank.
	Tk

Fus

M

99

Regt.
	6M(1); RV.



	RIEGER, Eberhardt
	Col (48)
	GSC
	Fus

CofS,

21

Mecz Div.
	Iln;

Hnf;

OM

SM

(2); IHBR.



	RIVERA, Luis.
	Gen of Div (49)
	Abn
	CG, 15 Abn Div.
	CG, 31 Abn Brig (46-

49); SHV(l); OM;

LAp; SM(3); RV;

USAK; SIAr.



	RIVERS, John (11)
	Col (52)
	Air
	7 Ftr

Regt
	LAv.



	RIVERS, Martin (02)
	Col (48)
	Rifle
	17 Fus R Regt
	Hnf; OM.



	RIVEVA, Gilbert
	Col
	Arty.
	453 M How Regt
	IArt.



	RIZZO, Mario (98)
	Gen of Brig.
	GSC
	CofS, XXXII R

Corps.
	IAG; Hnf; IHBR.



	ROACH, Donald (05)
	Col (51)
	Rifle
	176 R Regt
	RF; LDS; OM; Hnf.



	ROBLES, Clovis (98)
	Gen of Brig (51).
	Rifle.
	CG, 62 R Div
	CofS, 62 R Div (49-

51); IHBR.



	—

ROBORD, James—
	Comdt
	Tank.
	66 M Tk Regt
	ISt.



	ROCCA, Julius la (06)
	Col (47)
	Rifle
	44 Fus R Regt
	Hnf; UAr.



	RODMAN, Charles (08)
	Col (53)
	Rifle
	164 R Regt

7 Grd Atk Regt.
	Hnf.



	RODRICK, Ferdinand (10)
	Col (52)
	Air

Rifle
	Hq

Hq
	IKA; LAv.

OM; Iln;

Hnf.



	RODRIGUEZ, Antonio (24)
	Capt (48)
	
	CO.

&

Trps 6 R Div.
	



	ROHLFS, Gerhardt
	Col (52)
	TC—
	867 MT Bn
	OM; IT.



	ROJAS, Leoncio (07)
	Comdt (47)
	Tank
	45 Fus L AT Bn.
	ISt; IArt.



	ROMAN, Zorabel (02)
	Col (51)
	Rifle
	33 R Regt
	Hnf; Iln;

OM.



	ROMANO, Pascal (13)
	Col (53)
	Arty
	u/i

Fus

L

AA

Regt.
	RV;

Hnf;

SM(2) ;

IKA.



	ROSAD, Richard (15)
	Comdt (48).
	Arty
	467 M How Regt
	IArt.



	ROSAS, Roman
	Col
	GSC
	CofS, 30 Fus AA

Div.
	Cofs, 19 R Div (49-

51); OM(l); IHBR

SM; USAK; SIAt.



	ROSE, Algernon (19)
	Comdt (54)
	Cav
	302 Mtrcl Bn.
	SM.



	ROSEBROUGH, Cletus (16).
	Comdt (51)
	Rifle
	115 R Regt
	Hnf.



	ROSENTHAL, Lev, Yakov
	Comdt (51)
	Arty
	17 Hv Mort Bn
	



	ROSSBACK, Sig (02)
	Col (53)
	Tank.
	86 M Tk Regt
	



	ROSSMAN, Martin (95)
	Gen of Brig (45)
	GSC
	CofS, XXVIII R

Corps.
	OM;

IHBR;

SHV;

ISG; UAr.



	ROSSON, David (07)
	Col (52).
	Rifle
	32 Meca R Regt.
	RV; LDS; OM; Hnf.



	ROUBAUD, CecU
	Col
	A^ty
	180 Fus L Gun

Regt.
	IArt; IKA.



	ROUCHE, Everct (12)
	Col (50).
	Air.
	Dep

Cmdr,

52

Ftr

Div.
	ASM; IHBR.



	ROUPEL, Joseph (17)
	Comdt (51).
	Cav.
	10 Cav Regt
	SM(1); LHV; IKav.



	RUDDER, Charles van der

(04).
	Col (50)
	Air
	210 Bmr Regt
	L Av.















	468.

of

Roster
	Aggressor
	—

Officers
	Continued

Present
	



	Name and D/B

RUDRA, Mario (11)

RUELLEN. Henry (23)
	Rank and D/R

Col (46)

Càpt (49)
	Branch

Arty.

Rifie.
	assignment

155 L Gun Regt.

Hq

Hq

CO,

&
	Remarks

LDS; SM.

RV; CM; Hn.



	RUFINO, Zacarías (99)

RUGGER, Robert (05)
	Gen of Brig (51 )_

Col (49)
	Rifle

Rifle
	Trps,

32

R

Regt.

CG, 12 R Div

165 Mtn R Regt.
	CM; SM(2); Hnf.

CM; Hnf.



	RUIZ, Pablo (08)-

RUIZ, Salvador

RUPE, Marvin
	Col (47)

Col

Col
	Arty

Arty

Tank
	46 Fus L Gun

Regt.

412 M Gun Regt.

161 MTk

Regt
	CM; SM(2).

lArt.

ISt.



	RUSH, Frederick (11)

RUZETTE, Mohamed (03)"_
	Gen of

Air Div

Gen of Div (50)
	Air

Pltc
	CG, 16 Grd Atk

Div.

Cmdr

Asst

for

Pltc

Affairs
	LAv.

Pite O, XIX R Corps

(47-49).



	RYTI, Risto

SAAVEDRA, Grant (15)
	Comdt

Col (52)
	Arty.

Arty
	First R Army.

40 L AT Bn

Hv

Mort

400
	lArt.

OM; SM; lArt.



	SAAVEDRA, Sherman (04)

SACHS, Eggert (06)

SACHS, Mike (09)
	Gen of Brig (54).

coi (so)
	Arty

Art

y
	Brig.
	lArt;

LAM;

IKA;

ISC.

Hq, OrGTA.

CM; SM; lArt.



	SAFINOVICH, Gatze (09)

SALGAD, John (96)
	Comdt (52)

Genof Brig (52).

Gen of Div (50)
	Arty

Tank

Rifle

-
	415 Fus M Rkt

Fus

M

824

AA

Brig.

CG, 54 Mtn Div.
	ISt; IKA.

CM;

SM(2);

LDS;



	SALGRADE, Nick (27)

SANDOVAL, George
	Capt (48)

Col.
	Abn.

Arty.
	Abn

How

921

Btry.

409 M Gun Regt.
	IHV; Hnf.

RV; SHV; CM; LAp;

lArt.

lArt.



	SARASUA, Simetrio (95)

SARCONE, Nobert (03)
	Gen of Corps

Col (50)
	Tank.

Rifle
	Dep Comdr,

Twelfth Mecz

Army.

28 Mecz R Regt,
	Regt

M

Tk

(40-

28

48)

RV; OM(l); Hnf.



	8ARDI, Allesandro (07).

SARLES. Rubin (96)
	Col (51)

Gen of Corps (51 )
	GSC.

Rifle

Air.
	CofS, 66 R Div

CG, IX R Corps.
	Hnf; ISC.

CG, 9 R Div (49-51);

LDS;

SHV;

CM;

USAK; Hnf; UAr.



	SAVAGE, Mike (16)

SAVAGE, Youlon E. (97)

SCHAEFFER, August
	Gen of Air Div.

Gen of Army (53)

Comdt (49)
	Rifle

Abn
	CG, 50 Ftr Div

CG,

Eighth

R

Army.

79 Ahn R Bn
	CG, 50 Ftr

Div (47-

49)

Hnf; SIAr; UAr.

LAp; Hnf.



	SCHAUB, Raymond (11)

SCHEEL, Stefen (13)
	Gen of Air Div

Col (54)
	Air.

Intend
	CG, 25 Grd Atk

Div.

Cmdr

Asst

for

Svcs, 30 R Div.
	ASV(l); ASM.

IT; Hnf.



	SCHMIDT. Willi (97)
	Gen of Brig (49) _

Genof Div (49)
	Arty

Abn.
	Asst

Cmdr

for

Arty, XXVIII

R Corps.

CG, 49 Abn Div .
	ASM; UAr.

LAp Hnf.



	SCHNELLER, Frederick (05)
	
	Rifle
	Dep Cmdr, Tenth

R Army.

XXIII

R

CG,

Corps.
	Hnf; SIAr.

CG, 94 Mtz Div (40-

49); LDS; SHV(2);



	SCHOBINGER, Marion (04)

SCHREIBER, Rudolf
	Gen of Corps (53)

Gen of Corps (50)
	Tank
	
	OM(l);

SM(3)



	SCHRODER, Albrecht von

(00).
	Gen of Corps (47)
	GSC
	CofS, NGTA
	RV.

Abn

CG,

Corpa

V

(48-49) IHBR.



	SCHRODER, Paul
	Col
	GSC
	CofS, 42 Tk Div.
	CM; IHBR.



	232
	
	
	
	















	Name and D/B
	Rank and D/R
	Branch
	Present

assignment
	Remarks




	
	
	
	
	RV; LHV; OM; Ilnf.



	SCHWEITZER, Armand (14)
	Comdt (50)
	Rifie
	200 R Regt
	OM; SM; Ilnf;



	SCIOBERET, Jesse (92)
	GcnofDi

(47)
	Ride
	CG, 90 R Div
	SIAr.



	SCRINI, Cristobal (02)
	Col (46)
	Sig
	SigO, I

R Corps.
	IS.



	SEBA, Dominco
	Comdt
	TC
	851 MT Bn
	IT.



	SEBADTEN, Jose (00)
	Col (51)
	GSC
	CofS, 01 R Div
	310 R Regt

(49-61);

RV;

OM;

SM(1);

Ilnf;

USAK;

ISG.



	SEBARDO, Sache
	Comdt (52)
	Engr.
	Engr

Add

050

Cons Regt.
	



	SECHER, Algernon (11)
	Comdt
	Air
	6 Ftr

Regt
	LAv; UAv.



	SECHER, Skytte
	Maj
	Sig
	161 Sig Bn
	IS.



	SEGURA, Sorbas (01)
	Col (49)
	Arty.
	u/i

Mort Regt
	Mort

Regt

(40-

231

49);

OM;

RV;

USAK; lArt.



	8EPULVE, Emil (98)
	Gen of Div (46)
	Tank.
	CG, 15 Fus Meca

Div.
	LDS;

OM;

SM(1)

ISt; SIAr.



	SERRAN, Ignas (21)
	Comdt (62)
	Abn
	7 Abn Armd Car

Bn.
	RV; LAp; ISt.



	SEVERAL, Derrick (14)
	Comdt (50)
	Ride.
	36 R Regt
	OM; 8M(2); Ilnf.



	SHADOW, Nathin
	Col
	Cav.
	100M Tk Regt
	ISt; UAr.



	SHAKHNAVADZE, Shuta

(10).
	Gen of Brig (54).
	Arty
	CG, 4 AA Div
	lArt; ISG; IKA.



	SHLUGA, Josef (10)
	Capt (52)
	Sig
	404 feig Co
	IS.



	SIGUIER, Juan (09)
	Col (48)
	Rifle
	5 Mecz R Regt
	CofS, 94Mtz Div (46-

49); OM; ISt.



	SIHANOOK, Sigavand
	Comdt.
	Sig
	134 Sig Bn
	ISt; IL.



	SILVAN, Humber (13)
	Gen of Air Div
	Air
	CG, 8 Ftr

Div
	ASV; ASM; RV; UAv.



	SIME, Cyril Warwycke (15)
	Col (53)
	Arty
	Fus

L

823

AA

Brig.^
	IArt;'_IKA; ISt.



	SIMOMS, Wilford
	Comdt
	Arty
	107 Hv.Mort Bn.
	lArt.



	T

SISKIND, Max (20)
	Maj (50)
	Cav
	113 Mtrcl Bn
	OM; SM; ISt.



	SMITH, Jeremiah (03)
	Col (48)
	Rifle

*_
	343 Mts R Regt.
	OM; SM(2); Ilnf.



	SMYTHE, Girrard L. K
	Col
	Tank
	u/i

Tk Regt
	ISt; LPD.



	ftOIR, Denis de (00)
	Gen of Brig (47).
	Arty
	Dep Cmdr, 8 AA

Div.
	IArt; IKA.



	SOLORZANO, Julian
	Col
	Arty.
	812|M'AA Brig
	(Î-51);

Arty Brig

29

OM(l);RV;USAK;

RV; IArt.



	SORENSEN, Loren
	Comdt
	Arty.
	205 Fu» Hv

Mort Bn.
	



	SORIANO, Sorbas (10)
	Col (48)
	Rifle
	411 Mec» R Regt.
	LDS; SM; AM Ilnf;

LL; UAr.



	SOTO, Pence (99)
	Gen of Div
	Arty.
	CG, 31 Arty D¡\.
	[ART; OM; SM.

lArt; IKA; UAr.



	SOTOMAYER, Felton (08)
	Col (48)
	Arty.
	428 M Gun Regt.
	8M(2);

RV;

OM;

lArt;

IKA; UAr.



	SOTOVAS, Jesse

SPADON, Adrian (04)
	Col (40)

Gen of Brig (48).
	Arty.

Arty.
	427 Hv How Bn.

CG, 27^How

Brig.

i
	OM; LAM.

OM; UAr.



	SPATFER, Paul (09)
	Col (54)
	Air.
	Dep

Cmdr,

16
	ASM;

LAv;

ASV;

IHBR.



	SPATH, Hartwig (08)
	Col (50)
	Ride.
	Grd Atk Div.

97 R Reg*
	SM(1); LDS; USAK;

Ilnf.



	SPEEDY, Louis

SPEICH, Wilhelm (93)
	Col

Gen of Corps (49)
	Tank.

GSC.
	Regt

132 MTk

CofS, HKTA
	1ST.

LDS; OM; SM;

IHBR; SIAr.



	SPINOZA, Robert (01)

SPULLER, Eugene (19)

ST CLAIR, Joseph (04)
	Col (40)

Comdt (50)

Col (50)
	Rifle

Air

GSC.
	71 Mecz R Regt.

98 Grd Atk Regt.

CofS,

34

Mecz
	OM; UAr.

UAv.

RV; LHV; ISt; IHBR.



	
	
	
	Div.
	















	Name and D/B
	Rank and D/R
	Branch
	Present

assignment
	Remarks




	ST CLAIR, Jules (10).,
	Capt (48)
	Abn
	Abn

How

999

Btry.
	LAp ; IArt.



	STEFFENS, Jack (98).
	Gen of Brig (49)
	Arty.
	CG, 121 M Gun

Brig.
	402 ArtyRegt (46-49).



	STEIN, Friedrich (01)
	Col (45)
	TC
	Mtr O, First R

Army.
	IT; IHBR.



	STELLA, Carlton (99).
	Gen of Brig (49)
	GSC.
	R

Opns

O,

V

Corps.
	LDS; OM; Lint; UAr;

IHBR.



	STILLWELL, C. Custer.
	Col
	Tank.
	89 M Tk Regt
	ISt.



	STOICESCO, Pedro
	Col (48).
	Rifle
	186 R Regt
	OM(l); SM(2) ; Ilnf.



	STREIT, Otto
	Col (48).
	GSC
	CofS, 15 R Div
	ISG; IHBR; UAr.



	STRESSE, Erwin
	Col
	Tank.
	u/i

Tk Regt
	ISt.



	STROUP, Henry (06)
	Col (51).
	GSC
	CofS,

Cav

12

Div.
	IKav;

OM;

SM(1);

ISG; IHBR.



	STURD, George G. (93).
	Gen of Army (54)
	Tank
	CG, Third Mecz

Army.
	Dep CofS. AKTa (46-

LDS;

49);

OM;

SIAr.



	SUBIC, Jan (02)
	Col (52)
	Arty
	839 LAA Brig
	lArt; IKA.



	SULTZHENKO, Panko (17).
	Col (53)
	Tank.
	
	ISt; IArt; SIAr.



	SUPERVIE, Gervais (20)
	Comdt (54).
	Cav
	191 Mtrcl Bn
	IKA; RV; SHV OM

(2); IKav.



	SUPPLY. Christus (22)
	Comdt (53) _
	Intend.
	Asst

Cmdr

for

Rr Svcs, 96 R

Div.
	Iln;

Ilnf.



	TAGLE, Billy D
	Col (46)
	GSC
	CofS, 96 R Div
	UAr; IHBR; SIAr.



	TACLIAV, Lewis
	Col (46).
	Arty
	441 M Gun Regt.
	SHV; OM.



	TAPENSCHORST, Lemuel

(97)
	Gen of Brig (50)
	Tank
	CG,

Mecz

16

Div.
	OM; SM (2); ISt.



	TARASOV, Vsevolod

Yasiliyevi.
	Comdt
	Arty.
	910 Hv Mort Bn.
	LArt.



	TAUGNITZ, Radford F. V
	Col
	Air
	79 Grd Atk Regt.
	ASV; LAv.



	TAVARS, Elman (09)
	Col (51).
	Rifle
	101 R Regt
	Ilnf.



	TAVARES, Oderico (16)—
	Col (54).
	Arty
	20 L Gun Regt
	lArt.



	TEFILSON, Christian (03)
	Col (47).
	Tank.
	24 M Tk Regt
	SHV; OM; ISt.



	TEPPARD, Lyle
	Col
	Tank.
	151 MTkRegt
	ISt.



	TESSIER, Philip (08)
	Col (48).
	Sig
	XXI

R

Sig

O,

Corps.
	Ln O, XIX R Corps

IS;

(47-49);

OM;

IHBR.



	TEWLIS, Miles F
	Col (54)
	Rifle.
	18 R Regt
	Ilnf; ISt.



	TEZAN, Robert (99).
	Gen of Div (54)
	Rifle
	CG, 5 Mecz Div.
	OM; SHV; LDS; Iln;

Ilnf.



	THEOBALD, Jose.
	Gen of Corps (45)
	Tank
	Dep Cmdr, Third

Mecz Army.
	CG, 20 Fus Mecz Div

(49-51) ;LDS;LHV;

OM(l) ; Ilnf;

ISt;

SIAr.



	THEVENEZ, Jesus (98).
	Gen of Corps (52)
	Rifle.
	DepCmdr Eighth

R Army.
	CG, 19R Div (49-51);

CG, 19 Inf Div (46-

49);LDS;OM;RV;

Ilnf; SIAr.



	TILLER, Max (25)
	Maj (54)
	Cav
	Cav

Recon

192

Sq.
	RV; SHV; OM; Ilnf.



	TISSET, Victor (06) -
	Col (53).
	Air
	Dep

Cmdr,

98

Ftr Div.
	IHBR.



	TORRES, Carlos
	Gen of Corps (51)
	Rifle.
	CG, II

R Corps
	Fus

R

Div

CG,

10

(49-51);LDS;LHV;

SHV; SM(2).



	TORREST, Sebastian (08)
	Col (51) ^
	Cav
	16 Fus Cav Regt.
	RV; LDS.



	TOUCH, John (10)
	Comdt (51).
	Arty.
	21 L AA Bn
	71 AT Regt (46-51);

IKA; ISt



	TOUCHET, Luen (23) .
	Maj (51)
	Arty
	71 Fus L AT Bn.
	ISt.














	468.

of

Aggressor

—

Continued

Roster

Officers

Present

Name and D/B

Rank and D/R

Branch

Remarks

assignment

i

Maj (53)

Sig

118 Fus Sig Bn

TOUCHETTE, Pierre (26).

IS.

Comdt (51) -

438 Fus R Regt

OM(2)

TOULOUSE. Luis (IS)

Rifle

RV;

SHV;

SM; Ilnf.

(?).

TRAiL, Jerome T. (09).

Col (52).

CofS, 85 R Div

IHBR.

GSC_

ISG;

TREVERS, Carl (10)

9 Mecz R Regt

OM ; SM (1) ; LDS(l) ;

Rifle.

Col (50) _

Ilnf.

TREVIN, Adam (22)

Engr.

Maj (54) i

304 Fus Engr Bn_

RV; LDS; Ilnf.

Sig

HI

TRIÇHARD, Alois (00).

R

IS; IHBR.

Col (46)

Sig

O,

Corps.

Arty.

TRISTE, John

471 Hv How Bn.

LAM.

Col (53)

u/i

TRITZ, Fritz (16)

Comdt (48).

OM; SM; LAp; ISt.

Abn

Abn

Armd

Car Bn.

Cml.

TRIZANO, Marou (01).

XX

R

IHBR.

Col (49)

Cml

O,

Corps.

Abn_

CofS, 15 Abn Div (48-

TRULLO, Manuel (06).

Gen of Brig (49).

CG, 31 Abn Brig.

49);

SHV;

SCH;

SM(3) ; RV; USAK

LAp; Ilnf; UAr.

Tank

TUNSTAR, Helmuth

ISt; ISG.

Col (53)

1 M Tk_Regt

Intend.

Fin 0,

NGTA

UCKERMANN, Otto (08)

(47-

Col (49)

Fin

OrGTA

O,

49) ; Iln.

Rifle

UGARTE, Ramon (91)

Gen of Corps (51)

XXVI

R

CG, 5 R Div (49-51);

CG,

Ilnf;

LDS;

Corps.

OM;

UAr.

23 Mecz R Regt.

Rifle

Ilnf.

ULB, Brenneman D. (02).

Col (50)

Intend_

Gen of Brig.

SupO, OkGTA

Mtz

Div

ULLOA, Don Jose (96)

CofS,

10

(45—49); LDS; OM;

IHBR.

Staff O, OrGTA .

Rifle.

Comdt (47).

IHBR.

ULRICH, Oskar (09)

Air

39 Air Svc Brig

LAv; Iln;

Col (52)

ULRICHSON, Bernadette

UAv.

(01).

UNGRO, Pietro (23):

Engr

161 Engr Bn

Maj (53)

Ilnf.

Rifle

Gen of Div (48)

CG, 95 R Div

Ilnf; ISG.

UNRUX, William

Tank.

69 Fus Hv Tk &

URIZAR, Christopher (07).

RV;

Col (46)

SHV;

OM(2);

ISt.

SP Gun Regt.

Tank.

URQHART, Arthur (98).

CG, 2 Mecz Div.

Gen of Div (46)

LDS;

LHV(I);

OM

(1)

Arty

u/i

Comdt

Hv Mort Bn.

USITEVICH, Radko

IArt.

Air

Div

CG, 13 Ftr

188, Ftr

VACCA, John (10).

Gen of Air Div

Regt (46-47)

ASM(l);

ASV;

SM; LAv.

Rifle.

Gen of Div (52)

CG, 8 Fus R Div.

VALA, Eugene A. (04)

LDS; SM; IArt; UAr;

LAm; IKA.

Rifle.

5 R Regt

VALENSUELA, Henry.

8M(3);

Col (47)

SHV;

OM;

RV; Ilnf;

UAr.

GSCJ

VALERA, Ramon (96)

Gen of Div (45)

(?)CofS, Second

Inf

(46-

Div

CG,

1

R Army.

49)

OM(2);

SM(1);

IAG; IHBR.

Air.

VALINO, Vicente (98).

Gen of Air Army

Dep Cmdr, Home

Regt' (48-

Bmr

296

Comd.

50)

(2)

Cav

Comdt (49).

VALLEJO, Pilar (17)

315 Fus Mtrcl Bn

LDS; OM; Ilnf.

GSC.

Deputy

Chief

OM(l);

VANDERFORD, Gaius (04).

Col (51)

8M(1);

PW Office

IGA; IHBR.

AKAr.

Rifle.

34 R Regt

VAPISTOLA, Diablo (08)

Col (47).

Hnf; RV; OM.

Rifle .

42 Mecz R Regt.

VARASE, Peter (03)

Col (46).

OM;

SM(2);

SHV;

RV;TArt.
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	Käme and D/B
	Rank and D/R
	Branch
	Present
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	Remarks




	VAZQUES, Aristides (09)
	Gen of Brig (54).
	Cav.
	CG, 9 Cav Div
	IKav; ist;

ISG.



	VEGLISTON, Antonio (98)
	Gen of Corps (54)
	RiSe
	Dep Cmdx, Sixth
	CofS. 9 R

Div

(49-



	
	
	
	R Army.
	Ilnf;

OM;

52);



	
	
	
	
	SIAr; IHBR.



	VELASQUEZ. Manuel (19)
	Col (54)
	Intend
	Cmdr

Asst

for
	Un; SM.



	
	
	
	Fus

Svcs,

1
	



	VELEZ, Carlos (04)
	Col (48) -
	Arty.
	Mecs Div.

13 L Gun Regt
	OM;

8M(1)



	
	
	
	
	LAM;

lArt.



	VERGRUGGEN. Jan (06)
	Col (50).
	Arty -
	810 M AA Brig
	Mort

Regt

(60-

44



	
	
	
	
	54); lArt; OM.



	VERDOS, Juan (22)
	Maj (53)
	Sig
	112 Sig Bn
	SM; IS.



	VERVILLE, Emanuele (00)
	Gen of Brig (50).
	Rifle.
	CG. 51 R Div
	CofS, 51 R Div (49-



	
	
	
	
	51); OM; SM(1);



	
	
	
	
	Ilnf; UAr.



	VESCO. Andres (25)
	Maj (53)
	Sig
	114 Fus Sig Bn
	IS.



	VESPUCCI. Miguel (11)
	Col (51).
	GSC
	16 Fus R

CofS,
	Ilnf; IHBR; ISG.



	
	
	
	Div.
	



	VESTA. Rolf
	Comdt (52)
	TC
	861 MT Bn
	OM; IT.



	VICER. Andrew (20).
	Comdt (53)
	TC
	405 MT Bn
	lArt; Iln.



	VIDELA, Rafael (09)
	Col (48)
	GSC
	Dep Cmdr 2 AA
	CofS, 3 R

Div

(49-



	
	
	
	Div.
	LDS;

51);

OM;



	
	
	
	
	UAr; IHBR.



	VIEBAHM, Paul (98)
	Gen of Brig (49) _ Engr.
	
	Engr O Ninth R
	IHBR.



	
	
	
	Army.
	



	VILLAREAL, Santiago (03)
	Col (47)
	Rifle
	203 Fus Mees R
	SHV; OM; Ilnf

UAr.



	VILLOT, Bermud (09)
	Col (52)
	Tank
	Regt.

28 M Tk

Regt
	ISt; IKav.



	VILLARTH, Ruhiger (16)
	Comdt (50)
	Rifle
	200 R Regt
	LDS; Ilnf.



	VINCENT, Hugo (05)
	Col (48)
	Arty
	469 Hv How Bn.
	OM; UAr.



	—

VISCOMB, Raymond
	Comdt
	Med
	9 Ahn Med Bn
	IMe.



	VISCONT, Renner (19)
	Comdt (53)
	Sig
	74 Sig Bn
	IS; OM.



	VISOCSKY, Dono (15)
	Col (54)
	Nav Inf
	Cmdr,

Dep

40
	LAMf; ISG.



	
	
	
	Nav Inf Brig.
	



	VITULLO, Rico (24)
	Maj (53)
	Engr.
	107 Engr Bn
	Ilnf.



	VOGEL, John (98)
	Gen of Brig (50) .
	Rifle.
	CG. 83 R Div
	OM; LDS; SM; Ilnf.



	VOIGHT, Alexander (20)
	Maj (53)
	Sig
	337 Sig Bn
	SM(1); IS.



	VOILAND, Ferd (18)
	Maj (52)
	Cav.
	Fus

Mtrcl

131
	RV; SHV; OM(L).



	
	
	
	Bn.
	



	VOLAN8KY, Orva (03)
	Col (47)
	Air
	Ln

Air

O,
	UAr; IHBR.



	VOLIN. Emil (17)
	
	
	OrGTA.
	



	VOLIRATH, Michail (14)
	Maj (52)
	Arty
	1511 M AA Bn
	lArt; IKA.



	VOLKMANN. Adolf (09)
	Maj (50)

Col (49).
	Cav.
	183 Mtrcl Bn

401 M Gun Regt.
	LDS; SM(1); OM.

Actg

Asst

Cmdr

for



	
	
	Arty
	
	XXXII

Arty,

R



	
	
	
	
	Corps; OM; SM.



	VOLTERRA, Manuel
	Comdt.
	Arty
	39 M RktBn
	OM; SM; IKA.



	VOYET, Fabien (04).
	Col (48)
	Rifle
	454 R Regt
	Ilnf.



	VRAA, Haakon
	Comdt _
	Arty
	u/i L AA Bn
	IKA; lARt.



	WALCKENAER. Tito (97)
	Gen or Div (60)
	GSC
	Fourth R

CofS,
	XXXVI

R

Tng

O,



	
	
	
	Army.
	Corps(46);

Dep



	
	
	
	
	Intel

AKAr

Chief,



	
	
	
	
	(47-49);

LDS(l);



	
	
	
	
	SM(3); Lint;

SIAr;



	
	
	
	
	IHBR.



	WALLON, Evaristo.
	Gen of Corps
	Rifle
	Dep Cmdr, Sec
	R

CG,

Div

(49-

61



	
	
	
	ond R Army.
	51); LDS; SM(1);



	
	
	
	
	Ilnf; SIAr.



	WALSTROM, Evar
	Comdt
	Arty
	208 Hv Mort Bn.
	lArt.















	Name and D/B
	Rank and D/R
	Branch
	Present

assignment
	Remarks




	WALTER, Franz (99).
	Corps

Gen

of

(49).
	Pltc.
	Cmdr

For

Asst

Pito

Affairs,
	ISC, IHBR.



	WALTHEN, Frederick
	Col
	Air
	Fifth R Army.

Scty

979

Afld

Brig.
	LAv; IPM.



	WALTHOUR, Albert (01).
	Col (50).
	Rifle
	27 Mecz R Regt.
	RV; LHV; LDS(l);

OM; IInf.



	WATKINSEN, Jens (08)
	Col (47).
	Tank.
	699 H Tk dt SP

Gun Regt.
	SHV; ISt; UAr.



	WILLFURT, Ewald
	Maj
	AG
	Hq

Hq

CO,

dt

Trps,

Cav

30

Div.
	IGA; IKav.



	WILLIAMS, Barber V. (14)

WILLIAMS, James C. (13)
	Maj (53)

Comdt (53).
	Engi.

Air
	106 Engr Bn

48 Ftr

Regt
	ling.



	WILLS, Fred E. (19)

WINLCKER, Theodore (20)
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